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EMPOWERING CONSUMERS AND PROMOTING 
INNOVATION THROUGH THE SMART GRID 


THURSDAY, SEPTEMBER 8, 2011 

House of Representatives, 
Subcommittee on Technology and Innovation, 
Committee on Science, Space, and Technology, 

Washington, DC. 

The Subcommittee met, pursuant to call, at 10:11 a.m., in Room 
2318 of the Rayburn House Office Building, Hon. Benjamin Quayle 
[Chairman of the Subcommittee] presiding. 


( 1 ) 



2 


RALPH M. KAl I., TCXAS 
CHA:R^U^^I 


&K'IE aSPNlCc .’UHNSON. ItXAS 
RANXINQ M;P4S:n 


U.S. HOIJSE'OF REPRESENTATIVES 

COMMITTEE ON SCIENCE, SPACE, AND TECHNOLOGY 

2321 RAYBURK HOUSc OFFiCfc BUILDING 
WASHINGTON, DC 20515-63U1 
(232) 2ic-637l 

vAv^v.lei^^ce. house.gov 


Subcommittee on Technology and Innovation 
Empowering Consumers and Promoting Innovation through the Smart Grid 
Thursday, September S, 2011 
10:00 3.m. -12:00 p.m, 

2318 Rayburn House Office Building 

Witnesses 
Dr. George Arnold 

Nationa) Coordinator for Smart Grid Interoperability, Natlonai Institute of Standards and Technology 

The Honorable Donna Nelson 
Chairman, Public Utility Commission of Texas 

Mr. John Caskey 

Assistant Vice President, Industry Oparatlons, Nationai Electrical Manufacturers Association 
Mr. Rik Drummond 

Chief Executive Officer and Chief Scientist, The Drummond Group 



3 


HEAHING CHARTER 

COMMITTEE ON SCIENCE, SPACE, AND TECHNOLOGY 
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2318 RAYBURN HOUSE OFFICE BUILDING 


1. Purpose 

On Thursday, September 8, 2011 the Subcommittee on Technology and Innovation 
of the Committee on Science, Space, and Technology will hold a hearing to examine 
the status of efforts to develop open standards for smart grid technologies and drive 
innovation within smart grid development. This hearing will provide the Sub- 
committee with an update on current standards development accomplishments, as 
well as the actions needed to empower and protect consumer interests while pro- 
moting innovation through the growth of the smart grid. 

2. Witnesses 

• Dr. George Arnold, National Coordinator for Smart Grid Interoperability, Na- 
tional Institute of Standards and Technology 

• The Honorable Donna Nelson, Chairman, Public Utility Commission of 
Texas 

• Mr. John Caskey, Assistant Vice President Industry Operations, National 
Electrical Manufacturers Association 

• Mr. Rik Drummond, Chief Executive Officer and Chief Scientist, The Drum- 
mond Group, Inc. 

3. Brief Overview 

The hearing will examine efforts led by the National Institute of Standards and 
Technology (NIST) to coordinate the development of a common framework and 
standards necessary to ensure a secure and interoperable nationwide smart grid. 
The smart grid is a planned nationwide network that uses information technology 
to deliver electricity efficiently, reliably, and securely. The smart grid is designed 
to improve the transmission of electricity from power plants to consumers, provide 
grid operators with information about conditions of the electricity system, integrate 
new technologies into the grid, and allow consumers to receive more information 
about electricity prices and availability from the electricity system. This represents 
a leap from a one-way, analog system of disconnected power suppliers to a two-way, 
digital, interoperable national network. As envisioned, the smart grid is a more effi- 
cient way to distribute and diversify power sources, creating capabilities to make 
the grid more efficient by reducing demand peaks and increasing capacity utilization 
while providing consumers with innovative tools to reduce energy usage, potentially 
saving them money. 
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Figure I . Coiuinon Smart Grid Components. Image is excerj^ted from a U.S. Covenunent Accanntabilitv' 

Office report, Ekciriciiy Grid Modeniv^don: Profit e^s Beinii Made on Cvi>^f/•Aee^tfv■/.v Cuidelities, bul Key 
ChaU.cn}$t< Remain lo he Addressed. GAO- 11-117, .lartLary 1 2. 21) 1 1 . ww\v..uuo.y:ov/ pro dLiel s.^XT A()-l 1 - 
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4. Background 

The electric grid has changed little since the end of the nineteenth century. Since 
President Roosevelt directed the Rural Electric Administration to electrify the con- 
tinent, electricity and information has flowed in one direction; from generator to end 
user. Electricity has to he used the moment it is generated, and because the capac- 
ity for the generation of power matches the consumption of power, the electricity 
supply system must be sized to generate enough electricity to meet the maximum 
anticipated demand. A modern smart grid is designed to change this completely. 
The smart grid is envisioned to operate with a two-way flow of electricity and infor- 
mation capable of monitoring ever 3 d;hing from power plants to customer’s individual 
appliances. This will provide utility operators and consumers the data necessary to 
better manage energy usage, allowing for better control of costs and lower electric 
bills. 

The Energy Independence and Security Act of 2007 (EISA) (P.L. 110-140) set re- 
quirements for a “reliable and secure electricity infrastructure.” Under EISA, NIST 
has “primary responsibility to coordinate development of a framework that includes 
protocols and model standards for information management to achieve interoper- 
ability of smart grid devices and systems.” NIST supports one of the key roles in 
the growth of the smart grid — bringing together manufacturers, consumers, energy 
providers, and regulators to develop “interoperable standards.” In other words, NIST 
is responsible for making sure the many pieces of the smart grid are able to work 
together. 

The American Recovery and Reinvestment Act (ARRA) invested approximately 
$4.5 billion, matched by $5.5 billion in private funding, to modernize energy infra- 
structure in America. The ARRA included funding for NIST to conduct its work on 
interoperability standards for the smart grid. Interoperability, the ability of diverse 
systems and their components to work together, is vitally important to the perform- 
ance of the smart grid at every level. It enables integration, effective cooperation, 
and two-way communication among the many interconnected elements of the elec- 
tric power grid. 

Because the smart grid will touch so many aspects of life in the twenty-first cen- 
tury, the development of standards involves a wide range of national and inter- 
national stakeholders, from both the private and public sectors. Stakeholders in- 
clude appliance and consumer electronics providers; municipal electric utility com- 
panies; standards development organizations; and state and local regulators. NIST 
has identified 22 stakeholder groups-each of whom has representation in the stand- 
ards development process. NIST’s work will cover the entire electricity system in- 
cluding generation, transmission, distribution, and end-user equipment and devices. 
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Standards Development 

NIST’s work on the smart grid has been enabled by funding from both the ARRA 
and NIST’s annual appropriations. ARRA funds totaled $17 million to bring to- 
gether stakeholders to develop a framework for the smart grid and coordinate the 
development of standards, including $12 million provided by the Department of En- 
ergy and an additional $5 million from ARRA funds appropriated directly to NIST. 
To support the NIST Smart Grid program, Congress appropriated a total of $2.3 
million in fiscal year (FY) 2009, $5 million in FYIO, and $8.3 million in FYll. The 
President’s budget request for FY12 includes a $22.8 million initiative entitled 
“Interoperability Standards for Emerging Technologies,” which would include an ad- 
ditional $9.1 million to support NIST’s Smart Grid program. 

NIST has been driving the creation of a smart grid architectural framework, and 
interoperability standards in a three-phased plan. Phase one (complete) engaged 
stakeholders to identify applicable standards and requirements, gaps in currently 
available standards, and priorities for additional standardization activities. Phase 
two (ongoing) established a public/private partnership called the Smart Grid Inter- 
operability Panel (SGIP) to continue development of interoperability standards and 
drive longer-term progress. Phase three (ongoing) is the development of a testing 
and certification framework for smart grid standards. 

In January 2010, the NIST-led process published the Release 1.0 Framework and 
Roadmap for Smart Grid Interoperability which provided an initial foundation for 
an interoperable and secure smart grid. The framework included a high-level con- 
ceptual reference model, the identification of 75 existing families of standards appli- 
cable to the ongoing development of the smart grid, and 16 high-priority action 
plans to fill gaps in the standards portfolio (three have been added to the original 
16 listed in the Release 1.0 NIST framework). NIST is updating the framework 
based on work carried out since Release 1.0, and expects to publish Release 2.0 by 
the end of 2011. 

The Smart Grid Interoperability Panel (SGIP) 

The SGIP is a private/public partnership that engages stakeholders from the en- 
tire smart grid community in a participatory public process to identify applicable 
standards, gaps in currently available standards, and priorities for new standardiza- 
tion activities for the evolving smart grid. Membership in the SGIP has grown to 
over 680 organizations, including private companies, universities, research insti- 
tutes, industry associations, standards setting organizations, laboratories, and Fed- 
eral, state, and local government agencies. Almost 1800 individuals participate in 
the committees and working groups, and an elected 27-member governing board rep- 
resenting 22 different stakeholder groups oversees the SGIP. 

The SGIP is executing 19 priority action plans to fill standards gaps, and is also 
continuing work on the Catalog of Standards^, which contains descriptive informa- 
tion about standards deemed relevant to the smart grid through the SGlP consensus 
process. The first six entries have been approved by the SGIP membership and have 
been entered into the catalogue. Each standard considered for inclusion in the cata- 
logue goes through a cybersecurity review by the SGIP Cybersecurity Working 
Group, to identify potential vulnerabilities and necessary mitigation actions. 

The SGIP is also working on the development of a testing and certification frame- 
work for the smart grid. The SGIP Testing and Certification Committee published 
the Interoperability Proeess Reference Manual, Release 1 3, which provided the struc- 
ture and processes for testing and certification programs relevant to the smart grid. 

To guide future planning for NIST’s work on the smart grid, NIST also estab- 
lished a Smart Grid Federal Advisory Committee. The Committee’s input to NIST 
helps guide long-term SGIP activities and also assists in directing research and 
standards activities at NIST. The Committee provides input to NIST on smart grid 
standards, priorities and gaps, and on the overall direction, status, and health of 
smart grid implementation by the smart grid industry. The Committee’s first report, 
focused on the long-term direction of NIST’s smart grid work is expected near the 
end of this year. 


^NIST Framework and Roadmap for Smart Grid Interoperability Standards, Release 1.0. Jan- 
uary 2010. http://www.nist.gov/public — affairs/releases/upload/FERC-letter-10-6-2010.pdf 

2 Available at: http://collaborate.nist.gov/twiki-sggrid/bin/view/SmartGrid/ 

SGIPCatalogOfStandards. 

3 Interoperability Process Reference Manual, Release 1.0. November 2010. http://collabo- 
rate.nist.gov/twiki- 
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Regulation 

EISA directs the Federal Energy Regulatory Commission (FERC) to institute a 
rulemaking to adopt such standards and protocols as may be necessary to insure 
smart grid functionality and interoperability in interstate transmission of electric 
power, and regional and wholesale electricity markets” at any time after NIST’s 
work has led to “sufficient consensus” in the Commission’s judgment. In the past, 
few interoperability standards have been adopted in regulation for national infra- 
structures. The vast majority of standards in these industries are used on a vol- 
untary basis. 

Based on work conducted by the SGIP, NIST notified FERC in October 2010 that 
it had identified five families of existing voluntary consensus standards as ready for 
consideration by regulators. FERC hosted a Technical Conference to invite public 
discussion of whether sufficient consensus was found to institute a rulemaking pro- 
ceeding. On July 20, 2011 FERC issued an Order in which it found there was insuf- 
ficient consensus to institute a rulemaking proceeding at that time to adopt the ini- 
tial five families of standards. 

“The Commission finds there is insufficient consensus for the five families of 
standards under consideration. For this reason, the Commission will not institute 
a rulemaking proceeding at this time with respect to these standards. The Commis- 
sion encourages stakeholders to actively participate in the NIST interoperability 
framework process to work on the development of interoperability standards and to 
refer to that process for guidance on smart grid standards.” 

The five families of existing voluntary consensus standards were “foundational” 
standards covering common information models and protocols for utility energy 
management systems, substations, distribution systems, and intercontrol center 
communications. The five standards were among the most mature standards identi- 
fied in the NIST Framework, and the “insufficient consensus” conclusion of FERC 
calls into question whether voluntary standards for smart grid may be sufficient 
without a mandatory rulemaking process. 

5. Issues for Examination 

Enabling Cost-Effective Smart Grid Investments 

The development and adoption of standards for the smart grid has been an un- 
precedented, complex undertaking, enabling electric utilities to deploy and use tech- 
nology advancements in an accelerated manner. There has been significant invest- 
ment in the smart grid, with many smart grid related technologies, such as smart 
meters, deployed with ARRA funds despite the fact that many standards have not 
been set. Given the scale of possible future investment and the need to retrofit exist- 
ing technologies, interoperability is imperative. The Subcommittee has requested 
that witnesses address the need to ensure investments in the smart grid are cost- 
effective to keep electricity affordable. This includes discussing how the interoper- 
ability standards being developed through the NIST framework process ensure 
present investments in new technologies generate future value through interoper- 
ability and upgradability. 

Unlocking the Potential of Innovation in the Electricity Sector 

Transforming the electricity grid to a modern smart grid can help spur the cre- 
ation and deplo 3 Tnent of new products and services in the electric sector, boosting 
economic growth and job creation. Building an updated transmission infrastructure 
including modern information and communications technologies provides a founda- 
tion for innovation. Witnesses have been asked to address how the development of 
open, interoperable standards can help create the markets for smart grid tech- 
nologies essential to America’s ability to lead and create jobs. International coordi- 
nation on smart grid standards will reduce trade barriers in smart grid tech- 
nologies, helping drive international trade and investment. Witnesses have also 
been asked to discuss the importance of working to cooperate with other nations on 
smart grid interoperability standards, which is critical to increasing market oppor- 
tunities for American industry. 

Empowering Consumers 

Providing consumers information about energy use and consumption helps them 
to better understand how they are using electricity, allowing for better management 
of that use. The Subcommittee has asked witnesses to address how encouraging the 
development of a portfolio of smart grid technologies and programs, including inno- 
vative third-party applications, can help consumers save energy and encourage the 
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development of a market for smart grid technologies. It is important to provide con- 
sumers with information and to allow innovation to flourish, but it is also important 
to protect that data to ensure consumer privacy. Consumers need to be adequately 
informed about the benefits, costs, and risks associated with smart grid systems. 

Securing the Grid 

The Subcommittee has requested that witnesses address the complex 
cybersecurity challenge that smart grid technologies pose. With advanced metering 
infrastructure, smart appliances, and third-party service providers, there are a great 
number of entry points through which to stage cyber attacks. By exploiting loop- 
holes in cybersecurity, attackers could breach the privacy of customer power usage 
data and could potentially overload systems or cause false readings. It is especially 
important to ensure that the evolution of standards and guidelines keep pace with 
the evolving cyber threat in order to protect the grid from cyber attacks, improve 
recoverability, and ensure the Nation’s security and economic prosperity. 
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Chairman QuAYLE. The Subcommittee on Technology and Inno- 
vation will come to order. 

Good morning, and welcome to today’s hearing, entitled “Empow- 
ering Consumers and Promoting Innovation through the Smart 
Grid.” I want to thank all of you for coming. Mr. Sarbanes from 
Maryland is stuck in traffic due to our weather, and I thank you 
for braving the weather this morning. In front of you are packets 
containing the written testimony, biographies and Truth in Testi- 
mony disclosures for today’s witnesses. I will now recognize myself 
for five minutes for an opening statement. 

Today’s hearing will evaluate the progress that has been made 
on the development and implementation of a nationwide smart 
grid. The blackout that darkened the Northeast in the summer of 
2003 opened our eyes to the vulnerability and age of our electrical 
system. One of the planned improvements is to modernize our elec- 
trical grid to create a system that can communicate information 
and relay electricity in two directions: both to and from the con- 
sumer. The smart grid has the potential to improve the reliability 
of electric power delivery, and promote economic growth through 
the development of new technologies. Given the scale and com- 
plexity of our electric grid, this transition will require systems that 
can seamlessly communicate. 

In 2007, the Energy and Independence Security Act directed the 
National institute of Standards and Technology to coordinate the 
development of a common framework, including protocols and 
model standards for the implementation of smart grid technologies. 
NIST plays a key role — bringing together manufacturers, con- 
sumers, energy providers and regulators to develop interoperable 
standards to ensure that the smart grid’s many pieces are able to 
work together. 

As a non-regulatory agency, NIST has a long history of collabo- 
rating with industry to develop voluntary standards. However, the 
Energy Independence and Security Act empowers the Federal En- 
ergy Regulatory Commission to initiate a rulemaking process to 
adopt standards where it believes a sufficient consensus has been 
achieved. I am concerned with the prospect of mandating standards 
and the effect such mandates could potentially have on innovation. 
There may be parts of the smart grid where formal regulation is 
unnecessary and a consensus standard is sufficient to ensure inter- 
operability. I generally believe that we should avoid imposing regu- 
lations on industry and innovators, when a collaborative product is 
possible through NIST’s non-regulatory process. 

The Committee on Science, Space, and Technology has held a se- 
ries of hearings assessing the transformation of our electric deliv- 
ery system to a smart grid. Today’s hearing will further detail the 
progress that has been made by examining the status of efforts to 
develop the open standards that are necessary to support cost-effec- 
tive deployment of smart grid technologies. 

We should not underestimate the value of standards. Open, con- 
sensus-based standards help facilitate the development of new in- 
novative technologies by promoting plug-and-play operability for 
smart grid devices in both the national and international markets. 
I am especially interested in how a smarter grid could enable small 
companies to develop new products based on a transparent stand- 
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ards platform that is available to all innovators. With the many re- 
newable energy companies in my home state of Arizona, I am also 
interested in how the updated grid could allow small generators 
and intermittent renewable energy sources to play a larger role in 
our electrical system. 

I would like to thank all of our witnesses for their participation 
today. 

[The prepared statement of Mr. Quayle follows:] 

Prepared Statement of the Subcommittee on Technology and Innovation 
Chairman Ben Quayle 

Good Morning. I would like to welcome everyone to today’s hearing, evaluating 
the progress that has been made on the development and implementation of a na- 
tionwide smart grid. 

The blackout that darkened the Northeast in the summer of 2003 opened our eyes 
to the vulnerability and age of our electrical system. One of the planned improve- 
ments is to modernize our electrical grid to create a system that can communicate 
information and relay electricity in two directions — both to and from the consumer. 
The smart grid has the potential to improve the reliability of electric power delivery, 
and promote economic growth through the development of new technologies. Given 
the scale and complexity of our electric grid, this transition will require systems 
that can seamlessly communicate. 

In 2007, The Energy and Independence Security Act directed the National Insti- 
tute of Standards and Technology (NIST) to coordinate the development of a com- 
mon framework, including protocols and model standards for the implementation of 
smart grid technologies. NIST plays a key role-bringing together manufacturers, 
consumers, energy providers, and regulators to develop “interoperable standards” to 
ensure that the smart grid’s many pieces are able to work together. 

As a non-regulatory agency, NIST has a long history of collaborating with indus- 
try to develop voluntary standards. However, the Energy and Independence Security 
Act empowers the Federal Energy Regulatory Commission (FERC) to initiate a rule- 
making process to adopt standards where it believes a sufficient consensus has been 
achieved. I am concerned with the prospect of mandating standards and the effect 
such mandates could potentially have on innovation. There may be parts of the 
smart grid where formal regulation is unnecessary and a consensus standard is suf- 
ficient to ensure interoperability. I generally believe that we should avoid imposing 
regulations on industry and innovators, when a collaborative product is possible 
through NIST’s non-regulatory process. 

The Committee on Science, Space and Technology has held a series of hearings 
assessing the transformation our electric delivery system to a smart grid. Today’s 
hearing will further detail the progress that has been made by examining the status 
of efforts to develop the open standards that are necessary to support cost-effective 
deployment of smart grid technologies. 

We should not underestimate the value of standards. Open, consensus-based 
standards help facilitate the development of new innovative technologies by pro- 
moting plug-and-play operability for smart grid devices in both the national and 
international markets. I am especially interested in how a smarter grid could enable 
small companies to develop new products based on a transparent standards plat- 
form that is available to all innovators. With the many renewable energy companies 
in my home state of Arizona, I am also interested in how the updated grid could 
allow small generators and intermittent renewable energy sources, to play a larger 
role in our electrical system. 

I would like to thank all of our witnesses for their participation. I would also like 
to welcome and thank the gentleman from Maryland, Mr. Sarbanes, for his role in 
the hearing today. I now recognize him for five minutes for an opening statement. 

Chairman Quayle. I would also like to welcome and thank the 
gentleman from Maryland, Mr. Sarbanes, for his role in the hear- 
ing today, and I now recognize him for five minutes for an opening 
statement. 

Mr. Sarbanes. Thank you very much, Mr. Chairman. I appre- 
ciate you calling this hearing. This is a critical hearing. We are 
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looking forward to hearing from our witnesses today with respect 
to the progress that is being made in this standard setting. 

Putting in place a smart grid for the country is a huge priority, 
and of course, if you look at the Energy Independence and Security 
Act, that was one of its premier objectives back in 2007. There was 
a real boost to your efforts, of course, with the American Recovery 
and Reinvestment Act in terms of dollars being put behind this ef- 
fort. The effort is well underway. 

I have only come to this Committee recently but I understand 
there was a hearing about a year ago that examined the progress 
that was being made, and I take it that there is really three phases 
that this effort represents. The first phase was setting up this 
framework and roadmap for the smart grid interoperability. The 
second phase is to get this panel working, and I know we will hear 
about that today, and then the third phase is really to go out and 
test this and certify it and make sure that it is really working. 
There is a lot of tentacles involved in this. You are pulling in a lot 
of different input from many, many different sources, of course: the 
private sector, prior public standards efforts that have been in 
place and so forth. 

So we are looking forward to this update and we want to know 
what we can do to help facilitate the progress that you are making 
both in terms of tools that you have and the resources that are 
available to you. 

We all want a grid that is more reliable and resilient, that is 
more efficient and cost-effective, and you can read into that last 
phrase “not wasteful,” and one that is secure. That is obviously a 
key concern these days as well. 

Now, we can look at this through various lenses. I mean, we just 
went through this tremendous weather event here on the East 
Coast with the hurricane. In Maryland, we had hundreds and hun- 
dreds of thousands of people that were without power for days on 
end. The systems we have for reporting outages and attending to 
them are in some ways antiquated when you compare it against 
the smart grid vision that we have, and when we get to that kind 
of place, you are going to be able to identify where these outages 
have occurred, respond to them more quickly, figure out how to by- 
pass transformers and other parts of the grid that may be down so 
that you can keep power in place for as many of the customers, 
whether they be businesses or individuals, as possible. So that is 
certainly one lens to look at this smart grid enterprise through. 

Another I bring, which is, I guess, somewhat parochial but my 
district pretty much surrounds the NSA organization in Baltimore, 
which is located at Fort Meade, and there have been concerns over 
the last few years by leaders at NSA about whether just the power 
source is going to be there to sustain their operations over time. 
So that goes to the question of whether you have a reliable source 
of power for these critical assets that exist out there, and so we are 
obviously very interested in the reliability, in the efficiency of these 
operations and the security, which I think is something that you 
will get to in our discussion. 

So we know that there is a lot left to do. I do want to commend 
NIST. From my understanding of the progress you’ve already 
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made, there is a lot of different balls in the air here and of course 
everyone wants to get this in place as quickly as we can. 

So I appreciate the testimony that you will present here today. 
We are looking forward to it. 

Thank you, Mr. Chairman, for calling the hearing, and I will 
yield back my time. 

[The prepared statement of Mr. Sarbanes follows:] 

Prepared Statement of Representative John P. Sarbanes 

Good morning. I want to thank our witnesses for being here with us today for this 
important status update on the smart grid standards effort. And Chairman Quayle, 
thank you for holding this hearing. 

As many of you may know, the subcommittee held a similar hearing just over a 
year ago. At that point in time, the smart grid standards development process was 
still in its relative infancy. NIST had recently published the Framework and Road- 
map for Smart Grid Interoperability - Release 1.0, and the Smart Grid Interoper- 
ability Panel (or SGIP) was just getting its feet off the ground. 

Since this smart grid effort is as fast-paced as it is vast, I believe it is appropriate 
and prudent for us to check in on how this NIST-led effort has unfolded over the 
last year and learn more about where we are and where we are headed. 

I think we would all agree that our electricity grid is in desperate need of mod- 
ernization. There is no doubt that the United States would be better served by an 
electric grid that is more reliable and resilient, more efficient and cost effective, and 
more secure. And our nation will be closer to energy independence if our grid can 
accommodate the addition of more renewable energy resources and provide informa- 
tion that helps us reduce energy use and minimize energy waste. A smart grid has 
the potential to deliver all of this for us at a fraction of the price that is already 
projected to be spent on grid modernization and expansion. 

A smart grid will incorporate two-way communication capabilities into the electric 
grid, facilitating a constant flow of information between electricity suppliers and 
consumers. This will enable better alignment between electricity supply and de- 
mand, improving our ability to prevent power blackouts and brownouts which cost 
the U.S. economy $80 billion per year. 

It will provide grid operators with immediate and detailed information on the 
power disruptions that do occur so that power can be restored more quickly and effi- 
ciently. It can also reduce the cost of electricity by providing consumers access to 
real-time information on the current market price of electricity, offering people the 
choice to use energy when it is cheaper. 

The scale and complexity of developing a smart grid is astounding. And the in- 
vestments — both public and private — that will be needed to make it a reality are 
significant. That is why we need to make sure that we do this right and that all 
of the various pieces will work together. We can help ensure that the investments 
that are made today will continue to pay off long into the future if everyone involved 
in this important endeavor is playing by the same rule book. And that’s where 
standards come in. 

I think we will all be impressed by the work that has already taken place and 
is currently under way on the standards that are needed to help us realize a true 
smart grid. 

And I think we will be equally impressed by the work that remains to be done 
to make the smart grid goal a reality. 

Certainly, the task with which NIST has been charged is a daunting one. By all 
accounts, the progress that has been made in such a short period of time is stag- 
gering, and NIST’s effort to keep the train moving with everyone on board has been 
a remarkable accomplishment. 

It’s essential that we continue to build on this momentum and keep our eye on 
the ball. For this reason, I look forward to hearing from our witnesses whether 
there is anything more that we here in Congress can or should do to ensure that 
progress continues and that those participating in this process have the tools that 
they need to see this effort through. 

Thank you, again, for being here today. I look forward to your testimony. 

Chairman Quayle. Thank you, Mr. Sarhanes. 
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If there are Members who wish to submit additional opening 
statements, your statements will be added to the record at this 
point. 

At this time I would like to introduce our witnesses, and then we 
will proceed to hear from each of them in order. 

Our first witness is Dr. George Arnold, the National Coordinator 
for Smart Grid Interoperability at NIST. Next, we will hear from 
the Hon. Donna Nelson, Chairman of the Texas Public Utility Com- 
mission. Our third witness is Mr. John Caskey, Assistant Vice 
President of Industry Operations at the National Electrical Manu- 
facturers Association. Our final witness is Mr. Rik Drummond, 
CEO and Chief Scientist at The Drummond Group. 

Thanks again to our witnesses for being here this morning. As 
our witnesses should know, spoken testimony is limited to five min- 
utes each. After all witnesses have spoken. Members of the Com- 
mittee will have five minutes each to ask questions. 

The Chair now recognizes our first witness. Dr. Arnold. 

STATEMENT OF DR. GEORGE ARNOLD, 

NATIONAL COORDINATOR FOR SMART GRID 
INTEROPERABILITY, 

NATIONAL INSTITUTE OF STANDARDS AND TECHNOLOGY 

Dr. Arnold. Chairman Quayle, Ranking Member Sarbanes and 
Members of the Subcommittee, I would like to thank you for the 
opportunity to discuss NIST’s progress in accelerating the develop- 
ment of standards for the smart grid, which as you noted, is central 
to the Nation’s efforts to promote innovations that increase the reli- 
ability, efficiency and security of the electric delivery system and 
provide benefits to consumers. 

The basic structure of today’s grid has changed little over its 100- 
year history. The U.S. grid is operated by over 3,200 utilities using 
equipment and systems from hundreds of suppliers with little past 
emphasis on standardization, resulting in many proprietary sys- 
tems that do not interoperate. The successful transformation of this 
aging infrastructure will have important economic and consumer 
benefits. 

As you have noted, under the Energy Independence and Security 
Act of 2007, Congress assigned NIST the primary responsibility to 
coordinate the development of standards for the smart grid. NIST 
is providing strong national and international leadership in car- 
rying out this assignment. 

In April 2009, NIST announced a three-phase plan to carry out 
its responsibilities. The initial phase resulted in the January 2010 
publication of the NIST Framework and Roadmap for Smart Grid 
Interoperability Standards, Release 1. This document described a 
reference model for the smart grid, identified 75 initial standards 
and specified 16 high-priority action plans to fill gaps. Another sig- 
nificant milestone was the September 2010 publication of the NIST 
Guidelines for Smart Grid Cybersecurity, Release 1, which provides 
foundational guidance for the cybersecurity of the grid. 

The second phase of the NIST effort established the Smart Grid 
Interoperability Panel, or SGIP. The panel’s membership has 
grown to over 680 private and public sector organizations with al- 
most 1,800 individuals participating in its committees and working 
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groups. The SGIP also provides a forum for international collabora- 
tion, benefiting U.S. exports of smart grid products. The SGIP has 
achieved many significant accomplishments since its formation, 
which are described in my written testimony. The SGIP is making 
progress in developing a smart grid testing and certification frame- 
work, the third phase of NIST’s effort, which is chaired by my col- 
league, Mr. Drummond. To date, five private sector organizations 
have announced testing and certification programs following the 
SGIP’s guidelines. NIST is in the process of updating the smart 
grid framework, and we anticipate publication of Release 2.0 by the 
end of 2011. 

NIST’s smart grid work has been enabled by funding from both 
the Recovery Act and NIST’s annual appropriations. A significant 
portion of NIST’s smart grid budget has been used to fund the ad- 
ministration and operation of the SGIP. In the longer term, our vi- 
sion is that the SGIP will mature into an independent organization 
funded primarily by the private sector to evolve the standards 
framework after NIST’s coordination role is complete. However, it 
will take several years for the SGIP to develop a business model 
and private sector funding sources that are self-sustaining. 

To guide the longer-term planning for NIST’s work, NIST has es- 
tablished a Smart Grid Federal Advisory Committee whose first re- 
port is expected in November 2011. 

Throughout this process, NIST had worked closely with the De- 
partment of Energy and federal and state regulators. EISA directs 
EERC to institute a rulemaking to adopt standards as necessary 
after NIST’s work has led to sufficient consensus. However, vol- 
untary use of consensus standards rather than regulation may be 
sufficient in most cases to ensure the interoperability of the smart 
grid. 

In other national infrastructure such as the telecommunications 
system and the Internet, few, if any, interoperability standards 
have been mandated through regulation. In 2011, a EERC decision 
found that there was insufficient consensus to institute a rule- 
making proceeding and expressed support for the NIST process and 
referred stakeholders to the NIST process for guidance on smart 
grid standards. 

Our standards efforts play an important role in promoting inno- 
vation that will benefit consumers. The standards help avoid 
stranded utility investments by facilitating interoperability and 
upgradeability. The standards promote vendor competition and 
economies of scale that will result in lower costs for consumers. 
The standards help enable the development of innovative third- 
party applications and smart appliances to help consumers save en- 
ergy and reduce peak usage and overall usage. Einally, through 
this work, NIST is leading the development of rigorous open stand- 
ards and guidelines for cybersecurity and data privacy through 
public-private cooperation. 

NIST is proud to have been given an important role in this ini- 
tiative, and I thank you for the opportunity to testify today. I 
would be happy to answer any questions you may have. 

[The prepared statement of Mr. Arnold follows:] 
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Prepared Statement of Dr. George Arnold, National Coordinator for Smart 

Grid Interoperability, National Institute of Standards and Technology 

Introduction 

Chairman Quayle and Members of the Subcommittee, I am George Arnold, the 
National Coordinator for Smart Grid Interoperability at the Department of Com- 
merce’s National Institute of Standards and Technology (NIST). 

Thank you for the opportunity to appear before you today to discuss NIST’s 
progress in accelerating the development of standards needed to realize a secure 
and interoperable nationwide Smart Grid. I last testified about our progress and 
plans before the Subcommittee on Technology and Innovation on July 1, 2010. ^ 
Today, I would like to update you on our accomplishments, where we are going, and 
some of the key actions needed to ensure protection of consumer interests, including 
cost and privacy, while driving innovation within Smart Grid development. 

The Smart Grid, which will modernize the United States electric power delivery 
system, is central to the Nation’s efforts to increase the reliability, efficiency and 
security of the electric delivery system and also to help build the infrastructure that 
will facilitate clean energy sources to American homes and businesses. The Smart 
Grid utilizes advanced information and communications technologies to enable a 
two-way flow of electricity and information. This marriage of energy and informa- 
tion technologies will create capabilities to make the grid more efficient by reducing 
demand peaks and increasing capacity utilization and providing consumers with 
tools to reduce energy usage and potentially save money. It can also increase reli- 
ability, enable more widespread use of distributed and renewable energy sources, 
and facilitate electrification of vehicles. 

The Smart Grid is an important contributor to the Administration’s overall goal 
of fostering innovation and creating jobs in a clean energy economy through policies 
that catalyze private sector investments to modernize the nation’s electrical infra- 
structure. NIST’s mission — to advance innovation and U.S. industrial competitive- 
ness — fits well with this goal, and we are committed to helping make that vision 
a reality. As former Commerce Secretary Gary Locke noted, “If we get this right, 
if government and business can team up effectively, we have an almost unprece- 
dented opportunity to change how we use electricity, reduce greenhouse gas emis- 
sions, and create new jobs in an emerging industry.” ^ 

Modernizing and digitizing the nation’s electrical power grid — the largest inter- 
connected machine on Earth — is an enormous challenge and a tremendous oppor- 
tunity. Several years ago, the National Academy of Engineering described electric 
power and the electric grid as the greatest engineering achievement of the 20th cen- 
tury, and the largest industrial investment in the history of humankind. ^ The basic 
structure of the present grid has changed little over its hundred-year history. The 
U.S. grid, which is operated by over 3200 electric utilities using equipment and sys- 
tems from hundreds of suppliers, has historically not had much emphasis on inter- 
operability or standardization, and thus has incorporated many proprietary inter- 
faces and technologies that result in the equivalents of stand-alone silos. 

The successful transformation of this infrastructure into an interoperable system 
would support the Administration’s vision of a highly reliable electrical grid that 
uses a diverse suite of energy resources, including distributed and renewable re- 
sources, energy efficiency, and supports electric vehicles. This 21st century grid 
would be a significant engineering achievement with important economic and envi- 
ronmental impacts. 

NIST’s Standards Role: A Framework for Interoperability 

A nationwide, interoperable and secure Smart Grid would optimally be har- 
monized with international standards. Under the Energy Independence and Secu- 
rity Act of 2007 (EISA), Congress assigned the NIST the “primary responsibility to 
coordinate development of a framework that includes protocols and model standards 
for information management to achieve interoperability of Smart Grid devices and 
systems ...” [EISA, Section 1305]. That Act further specifies that the interoper- 
ability framework should be “flexible, uniform, and technology neutral.” Congress 
instructed that the framework should accommodate “traditional, centralized genera- 


1 Testimony of George Arnold before the House Committee on Science and Technology Sub- 
committee on Technology and Innovation United States House of Representatives, July 1, 2010, 
available at http:l / gop.science.house.gov / Media I hearings I etslO /July 1 / Arnold.pdf 

2 Commerce Secretary remarks at Jobs and Competitiveness Round Table, Durham, NC, June 
13, 2011, available at http://www.commerce.gov/news/secretary-speeches/2011/06/13/remarks- 
jobs-and-competitiveness-round-table-durham-north-carolin 

3 Natl Acad. Eng., Greatest Engineering Achievements of the 20th Century (2003), available 
at http://www.greatachievements.org. 
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tion and transmission resources” while also facilitating incorporation of new, innova- 
tive technologies, such as distributed and renewable energy resources and energy 
storage. 

NIST is providing national and international leadership to drive the creation of 
interoperability standards needed to help make the Smart Grid a reality. We are 
engaging industry, government, and consumer stakeholders in an open and public 
process. We have published a first Release of a standards framework for the Smart 
Grid, are nearing the completion of a second Release, and, together with the pri- 
vate sector, have made significant progress in creating an ongoing public/private 
partnership that will provide a process for the continuing development and mainte- 
nance of Smart Grid standards needed to support the electric grid for decades to 
come. 

Our work to establish protocols and standards for the Smart Grid has been car- 
ried out with a great sense of urgency. Deployment of various Smart Grid elements, 
including smart sensors on distribution lines and smart meters in homes, and of dis- 
tributed sources of renewable energy is already under way, and has been acceler- 
ated as a result of Department of Energy (DOE) Smart Grid Investment Grants and 
Smart Grid Demonstration Projects and other programs supporting renewable en- 
er^ generation. Without standards, there is the potential for technologies developed 
or implemented with sizable public and private investments to become obsolete pre- 
maturely or to be implemented without measures necessary to ensure security. 

While we are driving this program with a strong sense of urgency, we must also 
keep in mind that the foundation we lay with these standards likely will establish 
the basic architecture of the grid for decades. Any fundamental mistakes made at 
this stage may be difficult and costly to correct later. We especially cannot afford 
to make incorrect architectural choices or adopt weak standards that would com- 
promise the security, reliability or stability of the grid. We need to work both quick- 
ly and carefully. 

I would like to provide a brief overview of our efforts and accomplishments to 
date. 

In April 2009, NIST announced a three-phase plan to carry out its EISA respon- 
sibilities. In May 2009, the Secretaries of Commerce and Energy convened a meet- 
ing of nearly 70 top executives from the power, information technology, and other 
industries, and asked those executives whether their organizations would commit to 
support the process established by NIST. 

The NIST process had three phases: 

• Phase 1, which took place from April 2009 to January 2010, engaged stake- 
holders in a participatory public process to identify applicable standards and re- 
quirements, gaps in the currently available standards, and priorities for addi- 
tional standardization activities. 

• Phase 2, which began in November 2009 and is ongoing, established a public/ 
private partnership called the Smart Grid Interoperability Panel (SGIP) to con- 
tinue development of interoperability standards and drive longer-term progress. 

• Phase 3, which is also ongoing, is developing a testing and certification frame- 
work for Smart Grid standards. ® 

The NIST plan has received broad support and active participation from industry. 
In a letter, the U.S. Chamber of Commerce commended NIST for its “willingness 
to reach out to the private sector on these issues.” The Chamber described the 
NIST-led process as “transparent and inclusive.”® 

In January of 2010, the NIST-led process reached a major milestone with the pub- 
lication of the Release 1.0 Framework and Roadmap for Smart Grid Interoperability 
(NIST Special Publication 1108).'^ This document provides an initial foundation for 
an interoperable and secure Smart Grid and has been widely cited by the Smart 
Grid stakeholder community, both domestically and internationally. The Release 1.0 


‘‘NIST Special Publication 1108, “NIST Framework and Roadmap for Smart Grid Interoper- 
ability Standards, Release 1.0,” January 2010, available at http://www.nist.gov/public affairs/ 

releases/upload/smartgrid interoperability final.pdf. 

^Opening Remarks of George Arnold, Smart Grid Interoperability Standards Technical Con- 
ference, held on 1/31/11 at FERC Headquarters available at: http://ehbrary.ferc.gov/idmws/ 
File list.asp? document id=13888084 

®U.S. Chamber of Commerce’s Response to Notice requesting public comments on the second 
draft of NISTIR 7628, the Smart Grid Cyber Security Strategy and Requirements (75 Federal 
Register pages 18819-18823 at http://edocket.access.gpo.gOv/2010/pdf/2010-8415.pdf, Docket 
Number: 100202060-0143-01). Comments available at: http://cohaborate.nist.gov/twiki-sggrid/bin/ 
view/SmartGrid/NISTIR7628Draft2CommentsReceived 
Supra, note 3. 
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Framework described a high-level conceptual reference model for the Smart Grid, 
identified 75 existing families of standards that are applicable to the ongoing devel- 
opment of the Smart Grid, and specified 16 high-priority action plans to fill gaps 
in the standards portfolio with new or revised standards. 

Another significant milestone in the development of the NIST framework was the 
publication of NIST Interagency Report (IR) 7628, “Guidelines for Smart Grid Cyber 
Security,” in September 2010.® This three-volume document, which has also been 
widely cited by industry and regulators, provides the foundational requirements and 
guidance for efforts to ensure cybersecurity in the Smart Grid. 

The Smart Grid Interoperability Panel (SGIP), established by NIST in November 
2009, is a public/private partnership. The SGIP provides a mechanism for NIST to 
“solicit input and cooperation from private entities and other stakeholders,” as di- 
rected by EISA. In the long term, NIST envisions that the SGIP will mature into 
a permanent, stand-alone organization that will support the continuing evolution of 
the Smart Grid standards framework after NIST’s EISA-directed coordination role 
has been completed. 

During its first two years of operation, the SGIP has focused its efforts on estab- 
lishing processes and procedures for its work; overseeing and expediting the comple- 
tion of the Priority Action Plans established in the NIST Release 1.0 Framework; 
creating additional action plans as needed; developing the cybersecurity guidelines 
for the Smart Grid including a methodology for reviewing the cybersecurity aspects 
of standards; and developing a testing and certification framework. 

Membership in the SGlP has grown to over 680 organizations, including private 
companies, universities, research institutes, industry associations, standards setting 
organizations, testing laboratories, and government agencies at the Federal, state 
and local levels. Almost 1800 individuals participate in the committees, working 
groups, and priority action plan teams working under the panel, representing these 
hundreds of organizations. An elected 27-memher governing board, representing 22 
different stakeholder groups, including electric utilities, electric equipment manufac- 
turers, building automation providers, information and communications technology 
companies, state regulators, and venture capital firms, oversees the SGIP. 

While the vast majority of participants in the SGIP are from the private sector, 
members of NIST’s technical staff and management also play a role as technical 
contributors and leaders in the various boards and committees of the SGIP, working 
alongside their private sector counterparts. The NIST participants bring to the 
SGIP technical expertise in standards and measurement science in the areas of 
power engineering, information technology, industrial control systems, building en- 
ergy management, communications, and cybersecurity. 

The international partnerships that NIST has built with the governments of other 
countries have resulted in global recognition of SGIP’s role. The SGIP provides a 
forum for international collaboration on smart grid standards development. The 
number of international participants in the SGIP has increased significantly over 
the last year and these efforts are designed to reduce barriers to trade in smart grid 
technologies and services around the world. International coordination on smart 
grid standards will help drive international trade and investment in this fast grow- 
ing sector and U.S. exporters of smart grid products will benefit as a result. The 
SGlP has achieved many significant accomplishments since its formation. I would 
like to highlight a few. 

The SGIP has been executing 19 priority action plans to fill standards gaps (three 
were added to the original 16 identified in the Release 1.0 NIST framework). These 
action plans have resulted in a number of key standards deliverables, which include: 

• A Smart Meter Upgradeability Standard, published by National Electrical Man- 
ufacturers Association, that will ensure that many of the large number of me- 
ters to be installed over the next several years can be upgraded to accommodate 
anticipated updates to metering standards. 

• Internet Engineering Task Force Request for Comments (RFC) 6272, which 
specifies the various Internet protocols to be used in the Smart Grid. 

• Publication of NIST IR 7761, which provides guidelines for utilities and their 
suppliers to assess wireless communications standards for use in various Smart 
Grid applications. 

• A customer energy usage information data standard, published by the North 
American Energy Standards Board (NAESB), that enables entrepreneurs to de- 
velop third party applications to help customers to monitor their energy usage 
and save money. 


® Available at http://csrc.nist.gOv/publications/PubsNISTIRs.htnil#NIST-IR-7628. 
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• The selection of three standards published by Society for Automotive Engineers 
(SAE) International to support electric vehicle charging. 

• Publication of an “SEP 1.x to 2.0 Transition and Coexistence” guideline, which 
will ensure that millions of meters that have already been deployed using early 
versions of the Zigbee Smart Energy Profile (SEP) will be able to interoperate 
with future IP-based home area networks. This is especially important to states 
like Texas that have pioneered in the early deployment of smart meter tech- 
nology. 

Another key early deliverable from the SGIP is the Catalog of Standards,® con- 
taining descriptive information about standards deemed relevant to the Smart Grid 
through the SGIP’s consensus process. This catalog will provide key input to future 
releases of the NIST framework. 

A critical element of the SGIP’s process is a cybersecurity review of each standard 
considered for inclusion in the catalog. The SGIP Cybersecurity Working Group, 
which is chaired by a NIST staff member, reviews each candidate standard against 
the requirements in NIST IR 7628 to identify potential vulnerabilities and necessary 
mitigation actions. 

Phase 3 of the NIST plan is the development of a testing and certification frame- 
work for the Smart Grid. In December 2010, the SGIP Testing and Certification 
Committee, which is co-chaired by a NIST staff member, published the “Interoper- 
ability Process Reference Manual, Release l,”i® providing an important foundation 
for this phase of the plan. This document specifies the structure and processes for 
testing and certification programs relevant to the Smart Grid. To date, five private 
sector organizations have announced testing and certification programs conforming 
to this guide. The most recent such program, established by a consortium of four 
industry alliances to test and certify using tbe Smart Energy Profile 2.0 protocol, 
will certify interoperability of consumer appliances with the Smart Grid to reduce 
or delay energy usage when the grid is overloaded. 

NIST is in the process of updating the Smart Grid framework based on work car- 
ried out since Release 1.0 was published in January 2010. NIST has posted a draft 
of Release 2.0 and invited public comments, and we anticipate publication of Re- 
lease 2.0 by the end of 2011. 

NIST’s work on the Smart Grid has been enabled by funding from both the Amer- 
ican Recovery and Reinvestment Act of 2009 (Recovery Act) and NIST’s annual 
appropriations. The Recovery Act funds totaled $17 million, including $12 million 
provided by DOE and an additional $5 million from Recovery Act funds appro- 
priated directly to NIST. More than half of NIST’s work through the end of FYll 
was supported by the Recovery Act funds, which will have been completely ex- 
pended by the end of this fiscal year. 

To support the NIST Smart Grid program. Congress has appropriated a total of 
$2.3 million in FY09, $5 million in FYIO, and $8.3 million in FYll. The FY12 Presi- 
dent’s Budget sustains NIST’s Smart Grid efforts by providing funding to accelerate 
development of needed standards through priority action plans, establish the testing 
and certification framework, and ensure smart grid cybersecurity standards and 
guidelines stay ahead of evolving threats. 

A significant portion of NIST’s Smart Grid budget has been used to fund private 
sector contractors that support the administration and operation of the SGIP. In the 
long term, our vision is for the SGIP to mature into an independent organization, 
funded primarily by the private sector that will continue to support the evolution 
of the Smart Grid standards framework after NIST’s EISA coordination role is com- 
plete. However, it will take several years for the SGIP to develop a business model 
and private sector funding sources that are self-sustaining. 

To guide future planning for NIST’s work on the Smart Grid, NIST established 
a Smart Grid Federal Advisory Committee in September 2010. The first report of 
this committee is expected in November of 2011, and it will provide important input 
to guide the longer-term direction for NIST’s Smart Grid work. 


® Available at http://collaborate.mst.gov/twiki-sggrid/bin/view/SniartGrid/ 

SGIPCoSStandardsInformationLibrary 

i®SGIP Interoperability Process Reference Manual, Version 1.0, available at: http://collabo- 
rate.nist.gov/twiki-sggrid/pub/SmartGrid/SGTCCIPRM/ 

SGTCC_IPRM Version l.0_Updated.pdf. 

Available at http://collaborate.nist.gov/twiki-sggrid/bin/view/SmartGrid/IKBFramework. 
i2Pub. L. No. 111-5, available at http://www.gpo.gov/fdsys/pkg/PLAW-lllpubl5/pdf/PLAW- 
lllpubl5.pdf. 
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Engagement with Regulators 

EISA directs FERC to “institute a rulemaking to adopt such standards and proto- 
cols as may be necessary to insure smart-grid functionality and interoperability in 
interstate transmission of electric power, and regional and wholesale electricity mar- 
kets” at any time after NIST’s work has led to “sufficient consensus” in the Commis- 
sion’s judgment. 

The development and adoption of standards for the Smart Grid is an unprece- 
dented, complex undertaking. In the past, few, if any, interoperability standards 
have been adopted in regulation for national infrastructures such as the electric 
grid, the telecommunications system, or the Internet. The vast majority of standards 
in these and many other industries are used on a purely voluntary basis, without 
government regulatory action. Similarly, voluntary consensus interoperability stand- 
ards may be sufficient in many cases to insure the functionality and interoperability 
of the Smart Grid in interstate power transmission and regional/wholesale elec- 
tricity markets, without government regulation. 

In the first exercise of its type under EISA, NIST notified FERC in October 2010 
that it had identified five families of existing voluntary consensus standards as 
ready for consideration by regulators. To invite public discussion of whether there 
were sufficient consensus to institute a rulemaking proceeding, FERC hosted a 
Technical Conference on January 31, 2011, followed by a supplemental notice on 
February 16, 2011 soliciting written comments from interested parties. 

On July 20, 2011, FERC issued an Order, in which it found that there was in- 
sufficient consensus to institute a rulemaking proceeding at that time to adopt the 
initial five families of standards. At the same time, FERC’s Order expressed support 
for the NIST process: 

“We believe that the best vehicle for developing smart grid interoperability 
standards is the NIST interoperability framework process, including the work 
of the SGIP and its committees and working groups . . . The Commission recog- 
nizes and appreciates the comprehensiveness of the smart grid interoperability 
framework process developed by NIST . . . Therefore, we encourage utilities, 
smart grid product manufacturers, regulators, and other smart grid stake- 
holders to actively participate in the NIST interoperability framework process 
to work on the development of interoperability standards and to refer to that 
process for guidance on smart grid standards.” 

NIST believes that FERC’s action is consistent with NIST’s public comments to 
the Commission that it can send appropriate signals to the marketplace by recom- 
mending use of the NIST Framework. 

FERC’s decision is also consistent with the Administration’s “Policy Framework 
for a 21st Century Grid,”^® released on June 13, 2011, which recommended to 
FERC that in order “to enable the development and implementation of smart grid 
standards, merely embracing the standards as best practices in the field — rather 
than as mandatory ones — is sufficient ...” FERC’s support of the NIST Interoper- 
ability Framework could encourage utility companies looking for smart grid solu- 
tions to rely on the framework for guidance, but leave it to individual utilities to 
decide how to best comply. 

NIST believes that FERC’s decision did not close the door to the possibility of fu- 
ture rulemaking if it is determined that adoption of certain standards is necessary 
to ensure their deployment to ensure interoperability. 

Testimonies, comments and reply comments received from the FERC technical 
conference were valuable sources of input to NIST and the SGIP. Based on our eval- 
uation of this input, several steps are being taken to improve NIST and SGIP proc- 


i^NIST letter to FERC Chairman Jon Wellinghoff, October 6, 2010, available at: http:// 

www.nist.gov/public affairs/releases/upload/FERC-letter-10-6-2010.pdf 

Federal Energy Regulatory Commission (FERC) Notice of Technical Conference re Smart 
Grid Interoperability Standards under RMll-2. December 21, 2010, available at: http:// 

elibrary.ferc.gov/idmws/File list.asp?document id=13875396 

i®136 FERC 61,039, Order, “Smart Grid Interoperability Standards,” Docket No. RMll-2-000, 
issued July 19, 2011, available at: 
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esses. For example, SGIP has initiated a task group to consider how to add reviews 
of reliability and implementation issues within the SGIP. 

Ensuring Protection of Consumer Interests 

Let me conclude with a discussion of critical actions being taken to ensure protec- 
tion of consumer interests, highlighted in the Administration’s “Policy Framework 
for a 21st Century Grid.” 

Regulators and utilities need to ensure that their investments in a Smart Grid 
are cost-effective to keep electricity affordable. The standards being developed 
through the NIST program play a critical role in this respect. They will help ensure 
that present investments in new technologies will generate future value for rate- 
payers by facilitating interoperability and upgradeability. These standards will also 
reduce market fragmentation and help create economies of scale, providing con- 
sumers greater choice and lower costs. They will help promote healthy vendor com- 
petition that will result in lower costs for utilities and, ultimately, for consumers. 

Policymakers should ensure that residential and small business consumers have 
access to a portfolio of easy-to-use Smart Grid programs, technologies, and policies 
that empower them to manage their energy use effectively. The standards being de- 
veloped through the NIST program will help enable timely consumer access to data 
that can help them control their energy usage. The standards will encourage the de- 
velopment of innovative third-party applications to help consumers save energy and 
encourage development of a market for smart appliances that can reduce energy 
usage during peak demand periods. The standards will also offer policymakers a 
solid framework for protecting consumer data privacy. 

Finally, the Federal government must continue to facilitate the development of 
rigorous, open standards and guidelines for cybersecurity through public-private co- 
operation. Cooperation between stakeholders can help identify and address the di- 
versity of cyber risks the electric power sector faces. The Federal government will 
work with the private sector to provide the appropriate level of support for the con- 
tinuing evolution of those standards and guidelines, to keep pace with the evolving 
threat. The three-volume report, NIST IR 7628, Guidelines for Smart Grid Cyber 
Security, presents a framework that organizations should use to develop effective 
cybersecurity strategies tailored to their particular combinations of Smart Grid-re- 
lated characteristics, risks, and vulnerabilities. Volume 2 of NIST IR 7628 is de- 
voted to privacy guidelines for Smart Grid data, and NAESB is in the process of 
developing a business practice standard for data privacy consistent with the NIST 
guidelines. Organizations in the diverse community of Smart Grid stakeholders — 
from utilities to providers of energy management services to manufacturers of elec- 
tric vehicles and charging stations — can use the methods and supporting informa- 
tion presented in the report as guidance for assessing and mitigating risks. This ap- 
proach recognizes that as the Smart Grid comes online, the electric grid will rapidly 
change from a relatively closed system to a complex, highly interconnected environ- 
ment. Each organization’s cyber security requirements should evolve as technology 
advances and as threats to grid security inevitably multiply and diversify. 

Conclusion 

The Smart Grid, with the unique investment opportunity afforded by the Recovery 
Act, represents a great opportunity to renew and modernize one of the Nation’s most 
important infrastructures. NIST is proud to have been given an important role in 
this initiative, and is committed to achieving the Administration’s vision of a clean- 
er, more reliable, more efficient and effective electricity grid that creates jobs and 
helps reduces our dependence on oil. 

Thank you for the opportunity to testify today on NIST’s work on Smart Grid 
interoperability. I would be happy to answer any questions you may have. 

Chairman QuAYLE. Thank you, Dr. Arnold. 

The Chair now recognizes Chairman Donna Nelson to present 
her testimony. 

STATEMENT OF THE HONORABLE DONNA NELSON, 
CHAIRMAN, PUBLIC UTILITY COMMISSION OF TEXAS 

Chairman Nelson. Thank you, Chairman Quayle. Good morning, 
and good morning to Ranking Member Sarbanes and Members of 
the Subcommittee. I am Donna Nelson, Chairman of the Public 
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Utility Commission of Texas. Thank you for the opportunity to ap- 
pear before you today to discuss the progress that we have made 
in Texas in implementing a smart grid. I would like to highlight 
several things that I think have made our program in Texas suc- 
cessful. 

To tell the story of the smart grid in Texas is to tell the story 
of the success of the competitive electric market in Texas. The 
ERGOT region of Texas — and ERGOT stands for Electric Reliability 
Council of Texas — is located entirely within the state of Texas, and 
that makes Texas different than any other state in the continental 
United States in that it represents 85 percent of the electric load 
in the state. The ERGOT region has a successful competitive mar- 
ket. We have competitive generation, we have competitive retail 
providers, which we call REPs, but the TDUs, transmission and 
distribution utilities, the ones that own the wires and poles, are 
still regulated by the commission, and the competitive market has 
served us well in Texas. It spurred a lot of investment and it ulti- 
mately spurred the installment of smart meters. 

In the mid-2000s, though, natural gas prices were rising; Texas 
is a natural gas on the margin state, and our state was growing 
and so policy leaders in Texas have a view that they really want 
everything to be able to provide electricity. We need all resources. 
And one of those resources is of course the demand response that 
you can get from the smart grid technology. 

Against this backdrop, the state legislature wanted Texas to 
have that tool so they passed legislation encouraging the imple- 
mentation of advanced meters and directed us, the PUG, to estab- 
lish a cost-recovery mechanism for utilities. We did that. We adopt- 
ed a rule, and it covered customer and REP access to data, min- 
imum standards for advanced meter system deployment, cost-recov- 
ery and utility deployment plans. The four major utilities in 
ERGOT, that would be GenterPoint, Oncor, AEP and Texas New 
Mexico Power, have received approval from the commission for de- 
ployment of smart meters in their service territories. They have, to- 
date deployed 4 million smart meters and are scheduled to deploy 
a total of 7 million by the end of 2013. 

I would like to touch on a few key components that we believe 
have allowed for fast deployment. First, the state legislature en- 
couraged deployment but did not mandate it. Second, the legisla- 
ture explicitly provides that customers own their own smart meter 
data and are in control of authorizing access to an entity other 
than their retail provider. Third, the Texas PUG has overseen an 
implementation initiative in order to make the smart grid a reality. 
The initiative is comprised of a stakeholder collaborative with rep- 
resentatives from utilities, vendors, REPs and consumers. And fi- 
nally, REP strongly supported the rollout of the smart grid tech- 
nology because in a highly competitive retail market, they wanted 
to have a competitive advantage over other companies. 

State commissions maintain jurisdiction over the distribution 
grid and have the ultimate responsibility for adoption and enforce- 
ment of rules relating to utilities and retail markets. It is impor- 
tant that the processes at NIST and at the FERG continue to rec- 
ognize the role of state commissions. We believe that the creation 
of open national standards can create a level playing field across 
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industry, sectors and the markets. In the long term, standards 
should ensure interoperability of devices across utility service terri- 
tories and across the country. I want to stress that a balance must 
be struck between existing standards that enable deployment and 
allow for benefits to reach consumers today while working to refine 
and create future standards to address the smart grid of tomorrow. 

Let me close by stating that regardless of whether a state has 
restructured its electric industry as Texas has done, there are 
many benefits to be realized from the smart grid. Many customers 
want more information about their electricity bills. Currently, two 
of our largest utilities are conducting pilots and they are finding 
that customers are responding very well to the smart grid and are 
reducing their electric usage. And standards are constantly evolv- 
ing because technology does not wait. Policy at the federal and 
state level should continue to recognize the need for customer 
choice and control and provide guidelines for the smart grid, not 
mandates. 

Thank you so much for the opportunity to testify today and share 
the Texas experience. 

[The prepared statement of Ms. Nelson follows:] 

Prepared Statement of The Honorable Donna Nelson, Chairman, Public 
Utility Commission of Texas 


Introduction 

Chairman Quayle and Members of the Subcommittee, I am Donna Nelson, Chair- 
man of the Public Utility Commission of Texas (Texas PUC). Thank you for the op- 
portunity to appear before you today to discuss the progress we have made in Texas 
regarding the adoption and implementation of a smart grid. I would like to highlight 
several things that I believe have made Texas a leader in deploying smart grid tech- 
nology and in delivering the benefits of that technology to consumers. 

To tell the story of the Smart Grid in Texas is to tell the story of the competitive 
electricity market in ERCOT. The Electric Reliability Council of Texas (ERCOT) re- 
gion is located entirely within the state of Texas and includes approximately 75% 
of the state’s geographic area, 85% of the electric load, and 22 million consumers. 
The Texas legislature restructured the electric industry in the ERCOT region in 
1999. As a result of that restructuring. Retail Electric Providers (REPs) provide 
electric service to consumers at prices that are not regulated by the Texas PUC, 
while the Texas PUC continues to regulate the rates of transmission and distribu- 
tion utilities (TDUs) pursuant to traditional rate of return regulation. 

The competitive model has served Texas well. Today, prices in the competitive 
areas are lower for consumers than they were in 2001 before the competitive market 
opened. Consumers can shop from a myriad of product including prepaid service, 
time of use pricing, fixed and variable pricing, and renewable energy. The Texas 
PUC oversees a website at PowerToChoose.com that allows consumers to shop for 
electric service from among hundreds of product offerings. The competitive ERCOT 
market has also spurred the investment of $36.5 billion in new generation, and 
Texas leads the nation in installed wind generation capacity. 

Smart Grid Initiatives 

State legislation has encouraged the implementation of advanced metering by di- 
recting the Texas PUC to establish a cost recovery mechanism for utilities that de- 
ploy smart meters and related networks. The Texas PUC adopted a rule in May 
2007 related to smart meter deployment. ^ The rule addressed customer and REP 
access to data, minimum standards for advanced metering systems (AMS) deployed, 
cost recovery, and utility deployment plans. Four utilities in ERCOT (CenterPoint 
Energy, Oncor Electric Delivery, American Electric Power-Texas and Texas New 
Mexico Power) have received approval for the deployment of smart meters in their 
service territories. Those utilities have presently deployed approximately four mil- 


11 See PUC SUBST. R. §25.130, available online at: http:! t www.puc.state.tx.us I rules I 
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lion advanced meters and are scheduled to deploy a total of approximately seven 
million by the end of 2013. The Texas PUC has approved over $2 billion dollars in 
Smart Grid investment in the ERGOT region. 

CenterPoint Energy was awarded a $200 million stimulus grant from the DOE. 
CenterPoint Energy will use $150 million of this grant to the accelerate the deploy- 
ment of 2.2 million smart meters that were originally scheduled for completion in 
2014 and are now scheduled to be completed by mid-2012. CenterPoint Energy is 
using the remaining $50 million to fund an Intelligent Grid initiative, which will 
automate 15% of CenterPoint Energy’s service territory with advanced distribution 
management capabilities. This will include a “self-healing” system that will auto- 
matically identify outages, isolate faulted sections, re-route power, and improve 
overall reliability performance. This has also enabled CenterPoint Energy to provide 
proactive alerts to customers via email, text message, and phone for issues such as 
outages and storm preparation. CenterPoint Energy has created or retained 550 jobs 
as a result of the DOE grant. 

By the end of 2013, Texas will have nearly seven million smart meters installed 
within the ERCOT region. In its smart meter rulemaking, the Texas PUC mandated 
a robust set of functionality — and did not mandate technology. These meters are 
home area network (HAN) enabled, record and transmit data in 15-minute incre- 
ments, and are required to adhere to open standards. Energy management devices 
that are connected to the meter and the utility system are also being provided to 
customers on a voluntary basis. 

The installation of smart meters and the associated systems are a core component 
of the smart grid. Meters with a robust set of functionality are the building block 
to achieving significant improvements in customer service and lower costs. To fully 
realize the benefits of this technology, providers and their customers need access to 
information that shows how much electricity the customers use and when they use 
it. In approving utility deployment plans, the Texas PUC authorized the develop- 
ment of a web site that makes smart meter information available to customers, 
REPs, and other energy service providers. This web site, SmartMeterTexas.com, en- 
ables customers with a smart meter installed in any of the four utility territories 
to go to one location and view their electricity usage on a 15-minute basis. This 
website is also compliant with the American Disabilities Act. 

One of the major challenges with implementing the smart grid is that the realiza- 
tion of benefits does not occur overnight. The smart grid, comprised of a “system 
of systems,” takes years. In Texas, we recognized that realization of the benefits will 
require revisions to the existing framework — including market processes, utility and 
REP systems, retail and wholesale systems at the ERCOT ISO, and Texas PUC 
rules. 

I would like to touch on a few key components that we believe have allowed for 
faster adoption and realization of benefits of this technology. First, a progressive 
state policy led by the legislature has encouraged deployment, not mandated it. Sec- 
ond, the statute explicitly states that customers own their smart meter data and 
are in control of authorizing access to an entity other than their REP. This has en- 
sured that customers have access to their smart meter information allowing them 
to have more choice and control. Customers can also access their data on a real- 
time basis with a device installed inside their home. Third, the Texas PUC has over- 
seen an implementation initiative in order to make the smart grid a reality. The 
initiative is comprised of a stakeholder collaborative with representatives from utili- 
ties, vendors, REPs and consumers. This stakeholder process has addressed issues 
relating to customer privacy, changes in wholesale and retail markets, customer pro- 
tection rules, access to data, changes to utility systems, the development of the 
SmartMeterTexas.com web site, and the requirements for the home area network. 
The work resulting from this process has allowed REPs and other energy service 
providers to take advantage of the new functionality from the utility systems — 
thereby developing products for customers at a faster pace. And, finally, REPs 
strongly supported tbe roll out of smart grid technology, because, in a highly com- 
petitive retail market, they wanted to Have a competitive advantage over other 
REPs. 

Retail products with features including usage comparisons, smart phone apps, on- 
line web tools and analysis, and other innovative services all are leveraging the on- 
going smart grid investment. Further supporting the development of new choices for 
consumers includes an initiative by Reliant Energy. Reliant Energy received a $20 
million stimulus grant from the DOE. More than 250,000 customers are benefitting 
from at least one Smart Energy product or service, such as those listed above, that 
Reliant offers. Reliant will enroll 500,000 consumers on Smart Energy Products and 
Services by March of 2013. 
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National Standards Effort 

The Smart Grid is an emergent technological ecosystem that offers many possibili- 
ties to many different stakeholders. Participation in developing standards is para- 
mount to: defining interoperable requirements connecting the different software 
components and technologies comprising the Smart Grid; ensuring reliability, safety, 
security and privacy are adequately addressed; assisting in optimizing value and 
avoiding limiting Smart Grid potential; assisting in defining reasonable and nec- 
essary component performance characteristics comprising the Smart Grid; assisting 
in defining common ground for interaction between new groups of stakeholders par- 
ticipating in the Smart Grid; and providing the opportunity for educating partici- 
pants in developing and suppl3dng components for building and/or operating the 
Smart Grid. 

The creation of open, national standards can create a level playing field across 
industry sectors and the market. In the long term, standards should ensure inter- 
operability of devices across utility service territories and across the country. This 
national set of standards should recognize and encourage an ecosystem of existing 
and evolving standards. A balance must be struck between existing standards that 
enable deplo3mient and allow for benefits to reach consumers today, while working 
to refine and create future standards to address the Smart Grid of tomorrow. This 
process should result in the creation of a national set of standards that can provide 
direction for utilities, industry and market participants. 

State commissions maintain jurisdiction over the distribution grid and have the 
ultimate responsibility for adoption and enforcement of rules relating to utilities and 
the retail markets, including the functions and operations of electronic equipment 
that is a part of the distribution network or metering infrastructure. It is important 
that the processes at NIST and at the FERC continue to recognize the important 
role of state commissions. The Smart Grid Interoperability Panel (SGIP) has pro- 
vided an excellent forum for those presenting different views to meet and develop 
common standards and recommendations sufficiently broad to define Smart Grid. 

The development of standards is the subject of much discussion at all levels of 
government. Standards are not static but are constantly evolving. Once a standard 
is adopted, there are revisions to improve the standard based on real world applica- 
tions. While some have advocated for a federal package of mandatory standards for 
adoption, we do not believe that the federal government should take action to man- 
date standards. If we settled on standards when the internet was first created — the 
internet likely would not have evolved to where it is today. 

Conclusion 

Many residential energy customers are technically savvy. Use of the internet, 
smart phones and smart technology is increasing. As a result, an interest in prod- 
ucts such as pay-as-you-go, time of use rates, and access to information is growing. 
Policy makers must recognize that it is vital that consumers have the ability to un- 
derstand their energy usage and costs. While the traditional utility model provides 
this information thirty days after the fact, the smart grid, if implemented properly, 
will make this information available to consumers on the next day or the same day, 
depending on the technology. 

Regardless of whether a state has restructured its electricity industry, there are 
many benefits to be realized from the Smart Grid. Customers require more informa- 
tion about their energy bills. Experience continues to show that customers will take 
advantage of this information. Policy at the federal and state level should continue 
to recognize the need for customer choice and control, and provide guidelines for the 
smart grid, not mandates. 

Thank you for the opportunity to testify today and share the Texas experience. 

Chairman QuAYLE. Thank you, Chairman Nelson. 

The Chair now recognizes Mr. Caskey for five minutes to present 
his testimony. 


STATEMENT OF MR. JOHN CASKEY, 

ASSISTANT VICE PRESIDENT, INDUSTRY OPERATIONS, 
NATIONAL ELECTRICAL MANUFACTURERS ASSOCIATION 

Mr. Caskey. Good morning, Chairman Quayle and Members of 
the Subcommittee. My name is John Caskey, and I am the Assist- 
ant Vice President of Operations and the Director of the Power 
Equipment Division at the National Electrical Manufacturers Asso- 
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ciation, NEMA. Thank you for providing me the opportunity to tes- 
tify today. My testimony today is informed by more than 30 years 
of experience in the energy field. As the Director of the Power 
Equipment Division at NEMA, I work directly with the manufac- 
turers that produce products that make up the electric grid and the 
evolving smart grid. In addition, I am the Vice Chair of the Gov- 
erning Board of the Smart Grid Interoperability Panel, SGIP, and 
the Chair of the SGIP Vision/Mission/Roadmap Task Team. On the 
SGIP Governing Board, I represent the standards development or- 
ganizations and the specifying organizations. 

NEMA is the trade association for the electrical and medical im- 
aging manufacturing industry. Founded in 1926 and headquartered 
in Rosslyn, Virginia, our member companies manufacture products 
used in the generation, transmission and distribution, control and 
end use of electricity that exceeds $120 billion in worldwide sales. 

One of NEMA’s primary missions — of particular relevance to to- 
day’s hearing — is that we are a standards development organiza- 
tion, or SDO, accredited by the American National Standards Insti- 
tute. 

NEMA member companies are technology leaders and have been 
researching, developing, and deploying Smart Grid technologies for 
many years. In most cases, the technology needed to support smart 
grid are already available and have been deployed on a limited 
basis across the country. However, what has been missing is a com- 
plete set of standards and associated testing and certification re- 
quirements that ensure interoperability of the different components 
of the grid. This is our greatest challenge. 

The Energy Independence and Security Act of 2007, in which this 
Committee played a critical role, blazed new trails in the develop- 
ment of smart grid. Title XIII of EISA charged the National Insti- 
tute of Standards and Technology with the lead role in coordinating 
the development of a framework and model standards to ensure 
interoperability in the smart grid. NEMA is one of the non-govern- 
ment agencies named in EISA to work with NIST on the imple- 
mentation of the interoperability framework of standards for smart 
grid. 

One example of NEMA’s role as an SDO is the development of 
the NEMA smart meter upgradeability standard. This standard 
was developed and approved through an ANSI-accredited process 
within 90 days of NIST’s request for NEMA’s help. This standard 
was accomplished through the cooperation and work of five major 
meter manufacturers, several utilities, the Department of Energy, 
and NIST. NIST’s formation and funding of the SGIP public-pri- 
vate partnerships has been crucial for bringing all the smart grid 
stakeholders together to develop needed standards. 

NEMA believes that the Federal Government should continue to 
serve as a partner with industry in the effort to establish smart 
grid standards. These standards are ultimately what will empower 
the consumer and drive cybersecurity, improved reliability and cost 
minimization. In addition, promoting these U.S. smart grid stand- 
ards internationally is one way to strengthen the export market for 
U.S. -manufactured products. NEMA has taken the lead with the 
assistance from the Department of Commerce to promote the U.S. 
smart grid roadmap in Mexico and Canada. In addition to a U.S. 
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trade and development agency program, NEMA is promoting the 
U.S. smart grid roadmap in China. As these countries and others 
adopt their smart grid architecture and standards, it opens the 
market for American manufacturers and creates the opportunity 
for more American jobs. 

Three additional thoughts I would like to leave with you today. 
Number one, the next major step for the SGIP is to create a road- 
map that will lead the organization forward for the next three 
years. The NIST framework has led us this far by identifying the 
most immediate standards work that needed to be completed over 
the first two years of the SGIP. Now the SGIP leadership needs to 
focus on providing direction for the next phase of smart grid devel- 
opment. 

Item two is, there continues to be confusion about the definition 
of consensus and the possibility for mandatory smart grid stand- 
ards. Many people, including myself, define consensus as a product 
or policy that everyone can live with. Others feel that a consensus 
requires a super majority such as 75 percent. Still others feel that 
passing a simple majority of 51 percent signifies consensus. NEMA 
believes that the SGIP should work with EERC and NIST to re- 
solve this issue before any standards are made mandatory by any 
federal agency. 

The third point is that smart grid standards are radically more 
complex than most existing standards. Smart grid standards re- 
quire an evolution from simple physical standards such as defining 
the physical attributes of an everyday 120-volt electric appliance 
plug to very complicated communication and protocol standards 
that may offer hundreds of variations in the application of those 
standards. This issue radically changes the meaning of compliance 
and our understanding of the concepts of interoperability and plug- 
and-play. This may be the first time that commissions and con- 
sumers will be exposed to the realization that you can have two 
products that meet the same standard that do not talk to one an- 
other and do not provide the same functionality. 

I am happy to address these issues in more detail and answer 
any questions you may have. Thank you, Mr. Chairman, for invit- 
ing me here to testify today. 

[The prepared statement of Mr. Caskey follows:] 

Prepared Statement of John Caskey, Assistant Vice President, Industry 
Operations, National Electrical Manufacturers Association 

Good morning, Chairman Quayle and Members of the Subcommittee. My name 
is John Caskey and I am Assistant Vice President of Operations and Director of the 
Power Equipment Division at the National Electrical Manufacturers Association 
(NEMA). I want to thank you for providing me the opportunity to testify today. 

My testimony today is informed by over 30 years of experience in the energy field. 
As the Director of the Power Equipment Division at NEMA, I work directly with 
the manufacturers that make products that comprise the electric grid and the evolv- 
ing smart grid. I have had the opportunity to work with National Institute of Stand- 
ards and Technology (NIST) and most of the other stakeholders in the Smart Grid 
community since the signing of the Energy Independence and Security Act of 2007 
(EISA). 

I serve as the Vice-Chair of the Governing Board of the Smart Grid Interoper- 
ability Panel (SGIP), Chair of the SGIP Vision/Mission/Roadmap Task Team, and 
a member of the SGIP Business and Operating Procedure Working Group. 

NEMA is the trade association of choice for the electrical and medical imaging 
manufacturing industry. Founded in 1926 and headquartered in Rosslyn, Virginia, 
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our member companies manufacture products used in the generation, transmission 
and distribution, control, and end use of electricity that exceed $120 billion in world- 
wide sales. These products are used in utility, medical imaging, industrial, commer- 
cial, institutional, and residential applications. In addition to our headquarters in 
Rosslyn, Virginia, NEMA also has offices in Beijing and Mexico City. 

One of NEMA’s primary missions — of particular relevance to today’s hearing — is 
that we are a Standards Development Organization, or SDO, accredited by the 
American National Standards Institute (ANSI). A NEMA standard defines a prod- 
uct, process, or procedure with reference to one or more of the following: nomen- 
clature, composition, construction, dimensions, tolerances, safety, operating charac- 
teristics, performance, rating, testing, and the service for which the products are de- 
signed. 

NEMA believes that standards play a vital part in the design, production, and dis- 
tribution of products and systems destined for both national and international com- 
merce. Sound technical standards benefit the user, as well as the manufacturer, by 
improving safety, bringing about economies in manufacturing processes, eliminating 
misunderstandings between manufacturer and purchaser, and assisting the pur- 
chaser in selecting and obtaining the proper product for his particular need. 

NEMA member companies are technology leaders and had been researching, de- 
veloping, and deploying Smart Grid technologies for many years, well before the 
term Smart Grid was even coined. However, as technological advances accelerated 
across the power equipment and telecommunications industries, the need to estab- 
lish a set of interoperability standards for the Smart Grid became increasingly im- 
portant. 

The Energy Independence and Security Act of 2007 (EISA), in which this Com- 
mittee played a critical role, has blazed new trails in the development of the Smart 
Grid. Title XIII of EISA charged the National Institute of Standards and Technology 
(NIST) with the lead role in with coordinating the development of a framework and 
model standards to ensure interoperability in the Smart Grid. NEMA is one of the 
non-government organizations named in EISA to work with NIST on the implemen- 
tation of the “Interoperability Framework” of standards for Smart Grid. 

From the perspective of an organization with more than 85 years of experience 
with standards development, NEMA applauds the work done thus far by the Na- 
tional Institute of Standards and Technology, the Smart Grid Interoperability Panel 
(SGIP), and the National Coordinator for Smart Grid Interoperability. 

The benefits we will see as a result of the development of a Smart Grid are ex- 
traordinary. Layering on communications and other technologies to improve the in- 
telligence of the electrical delivery system will increase grid reliability, improve 
power quality, reduce the frequency and duration of outages, promote economic 
growth through development of new technologies and an improved electric infra- 
structure, bolster efficiency by giving grid operators and utilities greater situational 
awareness, and — as the name of today’s hearing indicates — empower the ratepayer 
to become an active participant in the electricity delivery system. 

Legal Authority 

As you know, the House Science, Space, and Technology Committee was instru- 
mental in creating the foundational legislation that has put our nation on a course 
to develop a Smart Grid. 

EISA Section 1305 states: 

“The Director of the National Institute of Standards and Technology shall have 
primary responsibility to coordinate the development of a framework that in- 
cludes protocols and model standards for information management to achieve 
interoperability of smart grid devices and systems. Such protocols and standards 
shall further align policy, business, and technology approaches in a manner that 
would enable all electric resources, including demand-side resources, to contribute 
to an efficient, reliable electricity network. In developing such protocols and 
standards — 

(1) the Director shall seek input and cooperation from the Commission, the Of- 
fice of Electricity Delivery and Energy Reliability and its Smart Grid Task 
Force, the Smart Grid Advisory Committee, other relevant Federal and 
State agencies; and 

(2) the Director shall also solicit input and cooperation from private entities 
interested in such protocols and standards, including but not limited to the 
Gridwise Architecture Council, the International Electrical and Electronics 
Engineers, the National Electric Reliability Organization recognized by the 
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Federal Energy Regulatory Commission, and National Electrical Manufac- 
turers Association. 

Standards and the Role of the Federal Government 

Before I go on to describe the work that has heen done as a result of EISA, I 
would like to address a few more basic questions. What are standards, why do we 
need them, and why is it important that the federal government be involved? 

The interoperable, or smart, electrical grid consists of many different products, 
woven into a complex “system of systems” that must seamlessly provide sufficient 
and cost-effective electrical energy to power our homes, offices, schools, and busi- 
nesses. 

The scale, complexity, and interconnectedness of the electrical grid require that 
everyone and everything involved in developing and managing it are “playing from 
the same sheet of music.” The Smart Grid is managed and coordinated by modern 
communications and control software which, in order to work optimally together, 
must share a common language and common understanding of the operational de- 
tails of the many interconnected elements of the power grid. Reliable and effective 
interoperability requires a foundation of standards. 

Now, why is it beneficial to have the federal government involved? While only a 
handful of areas in the U.S. were electrified in 1900, by the time we reached the 
21st Century, electricity had become the cornerstone of the American way of life. 
Without electricity today, we could not pump our water, feed our citizens, charge 
our electronic devices, operate our military, or provide almost any of the vast variety 
of vital government services. The electric grid is clearly the most critical piece of 
our national infrastructure. 

In the U.S., standards are typically developed by the private sector with varying 
degrees of participation by the government. EISA has opened the door to a more 
active government role providing an “umbrella” under which the private sector de- 
fines standards for Smart Grid products and systems. 

A successful Smart Grid implementation mandates interoperability between util- 
ity operators which will transcend current jurisdictional boundaries. For as long as 
utility companies have heen regulated entities, tensions have existed between state 
and federal regulators. Now, as Smart Grid applications like demand response can 
reach from the meter of a homeowner in one state to the hydroelectric dam operator 
in another, there are a number of new challenges which will rise to the federal level. 
One issue that is already gaining attention at the federal level is cyber security of 
the Smart Grid as utilities wrestle with the prospect of securing their operations 
across state boundaries and varied utility commission service areas. 

Implementation of the Energy Independence and Security Act of 2007 (EISA) 

NIST’s leadership in the development of a Smart Grid has been exemplary and 
NEMA has been extremely pleased with the way in which the provisions in EISA 
have been carried out. 

Once NIST received its initial funding, the agency spent time evaluating the 
Smart Grid environment and inventorying available Smart Grid-related standards 
as directed by EISA. NIST then established the Smart Grid Interoperability Panel 
(SGIP) in November 2009. According to its charter, the mission of the SGIP is to 
“provide an open process for stakeholders to participate in providing input and co- 
operating with NIST in the ongoing coordination, acceleration and harmonization of 
standards development for the Smart Grid.” 

The SGIP serves as an unparalleled forum where private industry can gather to 
discuss the future of the Smart Grid. 

Participation of so many stakeholders across the Smart Grid spectrum in the 
SGIP is a testament to its importance. The SGIP comprises 22 stakeholder cat- 
egories representing the breadth of the electrical industry and includes over 600 or- 
ganizations and more than 1,800 individual participants. Current membership in 
the SGIP includes a variety of international interests from several countries across 
the globe, but most importantly from our trading partners in Canada and Mexico, 
both of whom sell electricity to U.S. utilities. In addition, the SGIP has a governing 
board structure elected from the stakeholders plus three at-large members. The 
SGIP is organized through a charter and bylaws to cover operating policy and pro- 
vides membership opportunities for domestic and international interests. Indeed, 
the SGIP has also functioned as a conduit to its international peers for Smart Grid 
activity across the globe. 

NEMA has been fully engaged in the progression of the SGIP. Representatives 
from NEMA-member companies as well as NEMA staff have served in numerous 
elected positions of the SGiP. NEMA’s objective for the future of Smart Grid is to 
continue to provide quality leadership and make sure that the human capital re- 
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quired to run the SGIP is well supported by both NEMA staff and member compa- 
nies. 

While the first few months of the SGIP were devoted to getting the organization 
up and running, its members are now addressing critical issues around cyber secu- 
rity, smart metering, home area networks, in-home communication standards, etc. 
By identifying a consolidated list of technology gaps, referred to as “Priority Actions 
plans” or PAPs, some of the most pressing needs have already been address through 
new standards developed by the SDOs participating in the SGIP. This will continue 
to be an ongoing process with a lot of this work completed in the remaining months 
of 2011 and into 2012. 

It was, and continues to be, NEMA’s belief that the federal government can serve 
as a partner with industry in the effort to establish Smart Grid standards. As the 
convener of the SGIP, NiST-funded resources have provided a valuable administra- 
tive role, allowing free public access to the proceedings and enabling the industry 
to focus their resources on the work of identifying and developing standards. Rel- 
ative to the subtleties of the NIST-SGIP relationship, it is important to note that 
these are NOT government contractors simply executing NIST’s vision for the Smart 
Grid. Instead, NIST’s funding provides a democratic forum in which the industry’s 
vision for the grid can be developed and mature on its own with the NIST staff get- 
ting a front-row seat to the process and immediate access to the results. 

At the same time, the NIST Eramework and Roadmap for the Development of 
Smart Grid Interoperability Standards (NIST Special Publication 1108, dated Janu- 
ary 2010) provides a playbook that any interested party can use to get involved with 
Smart Grid. Over the last two years, as part of a program with the U.S. Department 
of Commerce the NEMA staff has had an opportunity to meet with several trade 
delegations from other countries about their Smart Grid efforts. 

NEMA encouraged the formation of the International Electrotechnical Commis- 
sion (lEC) Strategy Group on Smart Grid in 2008, which brought Smart Grid ex- 
perts together from 14 different nations to develop a framework for international 
smart grid protocols and model standards to achieve interoperability of Smart Grid 
devices and systems. A roadmap has now been released based on existing inter- 
national standards tbat can be used consistently for today’s utility projects in many 
parts of the world. The NIST effort is coordinating with lEC to encourage adoption 
of global standards that reflect U.S. practices wherever it makes sense. 

Smart Grid standards are a particular challenge. They will require an evolution 
from simple physical standards, such as defining the key features of an everyday 
120-volt plug, to very complicated communication and protocol standards that may 
offer hundreds or possibly thousands of future features. Eurther complicating this 
effort is that any given utility may choose to implement a different subset of those 
features. This issue radically changes the meaning of “compliance” and our under- 
standing of the concepts of “interoperability” and “plug and play.” 

Meter Upgradeability Standard 

With all the general discussion thus far, it may be beneficial to highlight a spe- 
cific example of the type of standards accomplished under NIST and the SGIP. 

One of the critical issues facing electric utilities and regulators is the need to 
guarantee that technologies or solutions that are selected and installed by utility 
companies today will be interoperable and in compliance with future national stand- 
ards-in other words, “future-proof.” In order to preserve their investments, utilities 
want to be sure that the systems they select will allow for evolution and growth 
as Smart Grid standards evolve. 

One of the first and largest Smart Grid investments being made by many utilities 
is deployment of advanced metering infrastructure (AMI), with smart meters being 
the main component, as the primary connection between the consumer and the util- 
ity which will allow for greater participation in energy management by the rate- 
payer. 

As a result, NIST identified the need for a meter upgradeability standard as a 
high priority requiring immediate attention. The objective was to define require- 
ments for smart meter firmware upgradeability in the context of an AMI system for 
industry stakeholders, such as regulators, utilities, and vendors. 

As noted earlier, EISA requested that NEMA support NIST in the Smart Grid ef- 
fort. Even before the SGIP was created, NIST called on NEMA to develop a stand- 
ard to address meter upgradeability. The NEMA SG AMI-1 smart meter 
upgradeability standard was developed and approved through an ANSI-accredited 
development process within 90 days of when NEMA’s assistance was requested. 
This could not have been accomplished without the cooperation and work of the five 
major U.S. meter manufacturers, the utilities, the DOE and NIST. The success of 
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NEMA SG AMI-1 demonstrates that standards development can be far more respon- 
sive than has historically been the case where it has often taken many years. 

Promoting Exports through Standardization 

The efforts made by NEMA in Smart Grid are also aimed at strengthening the 
export market for U.S. manufactured products. As referenced earlier in my testi- 
mony, NEMA has taken the lead, with assistance from the Department of Com- 
merce, to promote the U.S. Smart Grid roadmap in Mexico and Canada. NEMA is 
also working through the U.S. Trade and Development Agency on a Smart Grid 
roadmap with China. As these countries adopt the U.S. Smart Grid architecture and 
standards, it opens the market for U.S. -manufactured products and technologies. 

Consensus One issue that recently surfaced within the SGIP, NIST, and FERC 
relates to the definition of consensus. And this definition has implications on wheth- 
er and how any given standard derived through the NIST process is made manda- 
tory by regulators, as authorized in EISA. NEMA has been vocal about our conten- 
tion that any standard coming out of an accredited standards development organiza- 
tion should satisfy the “sufficient consensus” clause in EISA. The procedures that 
NEMA must follow in order to maintain our ANSI accreditation ensure that con- 
sensus is built into every standard we publish. 

Consensus is defined in many different ways. Many people, including myself, de- 
fine consensus as a product or policy that “everyone can live with.” Others feel that 
consensus is just a super majority, such as 75%. Still others may define consensus 
as unanimity. 

EISA states: 

At any time after the Institute’s work has led to sufficient consensus in the 
Commission’s judgment, the Commission shall institute a rulemaking pro- 
ceeding to adopt such standards and protocols as may be neeessary to insure 
smart-grid funetionality and interoperability in interstate transmission of elec- 
tric power, and regional and wholesale eleetricity markets. 

As stated above, in the fall of 2010, NIST sent the first five families of standards 
to FERC for its consideration, as directed by EISA. While the five families of stand- 
ards, which dealt largely with cybersecurity, that were sent to FERC were not sanc- 
tioned by SGIP, they had been considered by NIST with significant input from 
stakeholders. In January 2011, FERC held a technical conference to receive feed- 
back on these standards. 

It is NEMA’s view that most if not all of the Smart Grid community felt that 
these five families of standards were a very good starting point. During FERC’s 
Technical Conference, the question of whether these standards represented the con- 
sensus of the industry was responded to with skepticism by witnesses. 

I believe some clarification is in order. Some may interpret the testimony pre- 
sented at the Technical Conference as evidence that NIST had not fulfilled its re- 
sponsibilities vis-a-vis consensus under EISA. Nothing could be further from the 
truth. No panelist said that the five families of standards under consideration 
should not be part of the Smart Grid. Further, no panelist suggested that the five 
families of standards did not achieve certain Smart Grid functionality. Instead, it 
is my view that the mere fact that it was FERC — a regulatory agency — asking the 
question about whether or not these standards represented consensus raised wit- 
nesses’ concerns that FERC was leaning toward mandating these standards in some 
form. 

Now, let me be clear. NEMA does not believe inclusion of a standard in the NIST 
Catalog of Standards should make that standard mandatory. And at least in this 
case, FERC agreed; in July 2011, FERC concluded it would not take action on the 
first five families of standards. But, NEMA does believe a standard in the Catalog 
is something that FERC, as well as state utility commissions, can point to as a re- 
pository of good ideas for grid operators looking for Smart Grid solutions. Indeed, 
the SGIP Governing Board believes the Catalog of Standards is a source, but not 
necessarily the sole source, for Smart Grid implementors. 

What’s Next? 

The next area of focus for NIST and the SGIP is to establish a Roadmap for 
standards activities for 2012-2014. Now that the work on the first set of critical 
standards is under control, we need to develop a roadmap for the next three years. 
This has proven to be much more difficult than expected because technologies, regu- 
lations, consumer participation really occur in stages. We need to develop an orga- 
nized plan to create standards to support that staged evolution. 

For example, electric vehicles represent a new and unique set of challenges to grid 
operators. For the first time in our electricity history, utility companies have to deal 
with a mobile component to the nation’s electricity load. The same EV that charges 
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in a homeowner garage overnight, could, in all likelihood, appear as a load element 
in an office garage or retail parking lot in a completely different part of the grid 
at some point later in the day. Additionally, during peak demand periods or emer- 
gencies that same vehicle could be used to return power to the grid. This kind of 
variability, introduced at the fringes of the grid (the utility to consumer connection) 
may require new standards and regulations to be seamlessly integrated with exist- 
ing grid operations. 

NIST’s greatest role in this respect is as a resource for regulators. Given their 
mission and history in metrology, NIST is uniquely situated and qualified to define 
metrics that work for regulators and utilities and enable them to tie incentives for 
Smart Grid to well-defined parameters. If our objective is to promote the adoption 
of Smart Grid, we first have to admit that in a regulatory setting it would be vir- 
tually impossible to define the concept of “smartness;” other metrics clearly need to 
be defined. NEMA also encourages NIST to continue to refine its guidance in the 
Interagency Report on Cybersecurity. Further, NIST can work with utilities to cre- 
ate implementable cybersecurity plans. And NIST can work with regulators to de- 
fine functional cybersecurity regulation. 

Summary 

Standards development for the Smart Grid is a unique and massive effort. NEMA 
supports the continued collaboration between the Federal government and industry 
to address the many standards challenges that lie ahead, including the evolution 
from straightforward physical standards to those requiring communications proto- 
cols and information technology. 

NEMA believes NIST has responded appropriately and impressively to its respon- 
sibilities under the Energy Independence and Security Act of 2007. It has become 
the key facilitator for the development of Smart Grid standards. 

NIST and the SGIP should continue to serve as a credible source of model stand- 
ards for industry as well as the federal and state governments. 

While consensus can be defined in numerous ways, NEMA believes regulatory 
agencies must exercise extreme caution in making the leap from a consensus stand- 
ard to mandatory application of such standard. 

The efforts to establish Smart Grid standards, both domestically and internation- 
ally, will create certainty, interoperability, upgradeability, and as a result will drive 
adoption of Smart Grid technologies, generating economic growth and creating jobs. 

NEMA looks forward to working with NIST and the SGIP to develop a roadmap 
that will guide our standards work over the next three years. 

Chairman QuAYLE. Thank you, Mr. Caskey. 

The Chair now recognizes our final witness, Mr. Drummond, for 
five minutes. 

STATEMENT OF MR. RIK DRUMMOND, CHIEF EXECUTIVE 

OFFICER AND CHIEF SCIENTIST, THE DRUMMOND GROUP 

Mr. Drummond. Chairman Quayle, Congressman Sarbanes and 
other Committee Members, I am Rik Drummond, CEO of Drum- 
mond Group Inc., a GridWise Architecture Council member, a 
board member of SGIP and the chair of SGIP Testing and certifi- 
cation Committee. Drummond Group has been heavily involved in 
the smart grid since 2004 when I became the initial chair of the 
DOE-sponsored Smart Grid Architecture Council in 2005-2006. 
Smart Grid Architecture Council was the initial group that started 
socializing the need for general interoperability among software 
and hardware to solve the known and projected problems of the 
United States power grid. The interoperability requirement is in 
EISA 2007 legislation and is the basis for the Smart Grid Inter- 
operability Panel’s objectives. 

The challenges the SGIP Testing and Certification Committee 
faces in working together to develop an interoperability framework 
for testing and certification are best elucidated by discussing the 
key components of the SGIP interoperability testing framework, 
which we call the interoperability Process Reference Manual, or 



31 


IPRM. The first version of this was released in January 2011, 
about nine months after the start of SGIP, and I’ll go through the 
four sections very briefly here. 

The first section is, how do we enhance testing lab processes for 
quality and repeatability. We chose to base these on the ISO inter- 
national standards 17025, which talks about quality for test labs. 
Our challenge here is that I expect that this will probably increase 
testing costs by about 25 percent, and we are working that within 
the committee. 

The second section defines requirements for certifying test lab re- 
sults by trusted third parties. This section is again based on the 
ISO 65 guide. The challenge is that many product vendors and as- 
sociations question the need for additional costs associated with 
paying for third parties to certify test lab results. These first two 
sections, by the way, parallel the efforts going on in Health and 
Human Services’ testing and certification endeavor for imple- 
menting EHR meaningful use across Medicaid and Medicare. 

Section three provides guidance for testing for cybersecurity 
mechanisms within a software product. Security testing of 
cybersecurity mechanisms and interoperability testing are normally 
at odds philosophically. Security attempts to restrict available 
functionality depending on the authorization while interoperability 
attempts to remove the restrictions so information flows between 
entities. Testing for both of these at the same time, where we can, 
will save cost and money. 

The last section provides guidance on how to achieve interoper- 
ability in testing. Currently, many test labs do not verify interoper- 
ability. They only verify conformance of a product to a standard 
and assume that conformance includes interoperability. Frequently, 
conformance does not ensure interoperability. Interoperability must 
be verified during testing, and this has been a challenging point to 
get across. As you can see, our challenges are many but they are 
being solved through negotiation and collaboration. 

A question you asked me. Chairman Quayle, in the invitation let- 
ter was, what can the Federal Government do to help facilitate 
interoperability in cybersecurity and the smart grid, and after 
much thought, I am going to suggest one thing here. The Federal 
Government could ensure that wide availability of conformant 
interoperable products are in the marketplace by requiring all 
products purchased by the Federal Government have been verified 
through testing and certification procedures much like that in the 
interoperability process reference manual. Since the Federal Gov- 
ernment is about 25 percent of GDP, this would have a sizable im- 
pact on the smart grid and other industries. 

In summary, the Smart Grid Interoperability Panel and Testing 
and Certification Committee is making significant progress in 
achieving the wide availability of high-quality conformant and 
interoperable products in the smart grid marketplace as specified 
in EISA 2007. The frameworks, the testing framework, the IPRM, 
and full implementation within the industry will take years to ac- 
complish. That is as it should. As the power grid industry segment 
moves to better understanding of interoperability solutions, the 
interoperability testing framework and its purpose and benefits. 
Thank you. 
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[The prepared statement of Mr. Drummond follows:] 

Prepared Statement of Rik Drummond, Chief Executive Officer and Chief 
Scientist, The Drummond Group, Inc. 

Introduction 

Chairman Quayle and Members of the Subcommittee, I am Rik Drummond, CEO 
of Drummond Group Inc, a testing and certification server provider. I am a board 
member of the NIST sponsored Smart Grid Interoperability Panel and the Chair- 
person of the Smart Grid Interoperability Panel’s Testing and Certification Com- 
mittee. 

Thank you for the invitation and opportunity to appear before you today to dis- 
cuss Drummond Group’s involvement in Smart Grid testing and certification as well 
as the Smart Grid Interoperability Panel (SGIP) Testing and Certification Commit- 
tee’s (SGTCC) endeavors to solve Interoperability issues in Smart Grid products and 
services. I will focus on our accomplishments, our direction, and some of the key 
items needed to ensure protection of consumer privacy and the maintenance of cost/ 
benefit for current services, while driving innovation within Smart Grid develop- 
ment. 

1. Drummond Group Activities, Testing Challenges 

A — Describe Drummond Group activities related to testing and certifi- 
cation of smart grid technologies and modernization of the electric grid. 

Drummond Group has been heavily involved in the Smart Grid since 2004, when 
I became the initial Chair of the DoE sponsored Smart Grid Architectural Council 
in 2005-2006. Smart Grid Architectural Council was the initial group to start social- 
izing the need for general Interoperability among software and hardware to solve 
the known and projected problems on the USA Power Grid as we moved to the 
Smart Grid. 

In 2009 Drummond Group was selected as the Interoperability Specialist subcon- 
tractor to the Center for Commercialization of Electric Technology (CCET) on “Dis- 
covery Across Texas: Technology Solutions for Wind Integration in ERCOT DE- 
OE0000194.” 

Drummond Group continues to work with CCET on this endeayor. We are cur- 
rently focused on the third party privacy issue for shared information for the pur- 
pose of enhancing the consumer experience in the Smart Grid. The focus is on third 
party providers that help the consumer manage their electrical power consumptions 
more effectively and efficiently while ensuring existing privacy rules and regulations 
are implemented. 

I am on my second term as chairman of the NIST sponsored Smart Grid Inter- 
operability Panel Testing and Certification Committee (SGTCC). I am also on my 
second term as a board member of the Smart Grid Interoperability Panel. Our focus 
this year in SGTCC is: 1) Speeding the off-the-shelf productization of standards 
based interoperable products in the market place, 2) increasing the consistency of 
interoperability testing and certification services across all products implementing 
the lOO-i technical standards used to integrate the Smart Grid systems, and 3) de- 
creasing the cost to service providers and consumers in implementing and inte- 
grating products within their portions of the Smart Grid network. 

SGTCC released the initial voluntary interoperability policies and procedures in 
December 2010, nine months after the kick-off working meeting of the SGIP in 
March 2010. These voluntary, predominantly ISO9001 based policies and procedures 
are enshrined in the SGIP’s “Interoperability Process Reference Manual” version 1 
(IPRM). We are currently working on the release of version 2. This second version 
will increase clarity, fill in gaps identified by the six initial users of the Manual and 
streamline the implementation process by the testing and certification community. 
Version 2’s anticipated released date is January 2012 for general use by the Smart 
Grid culture. While the focus of the IPRM is to enhance interoperability in products 
based on a single standard, there are interoperability issues the IPRM will not 
solve. It will not solve those issues of integrating multiple products, based on mul- 
tiple standards in support of a service provider’s workflow or technical or business 
process. An SGIP workgroup exists to solve these issues which are currently called 
internally, for lack of a better name, End-2-End Testing Workgroup. 

End-2-End Testing normally takes place in the pre-production roll-out of Smart 
Grid infrastructure by the Transmission and Distribution Service Providers (TDSP). 
Many suppliers of electricity. Transmission and Distribution Service Providers, gen- 
erally, repeat in a large degree, the end-2-end testing and integration verification 
that was previously accomplished at other service providers. Of course, there are dif- 
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ferences in the configuration of products between service providers, but SGTCC be- 
lieves that commonalities far out weigh the differences. The focus of our End-2-End 
Testing Work Group is to facilitate the sharing of these test data results and tech- 
niques to speed the implementation of new technologies and services across the 
Smart Grid. The thinking is: since another Service Provider has already accom- 
plished it, why not leverage their findings to facilitate integration in one’s own net- 
work area? 

B — What are the greatest technical challenges of testing and certifying 
Smart Grid technologies in the market with few standards in place to sup- 
port interoperability? 

Article by Drummond: “How the GridWise Interoperability Framework Can 

Save Time and Money” 

Coming to Grips with a Definition 

Smart Grid interoperability means different things to different people. Some view 
it as a low-level technical topic. Others view it as a standard with an obscure name. 
Both are components of interoperability, but there are many other aspects. 

The GridWise Interoperability Framework aids the discussion of those many as- 
pects by breaking the problem into bite-sized pieces. This article is the first in a 
series that will explore each aspect in more detail. The goal is to clarify interoper- 
ability and to determine what needs to be agreed upon so that systems can play 
together with the least amount of effort and cost. 

Wikipedia’s definition of interoperability is: “the ability of diverse systems and or- 
ganizations to work together (inter-operate).” It further states that “the IEEE de- 
fines interoperability as: the ability of two or more systems or components to ex- 
change information and to use the information that has been exchanged.” It is inter- 
esting to note that Wikipedia says the term can be used technically or broadly in 
a way that takes into account “social, political, and organizational factors that im- 
pact system to system performance.” 

Anyone that has observed interoperability efforts in other industries can confirm 
that social, political and organizational factors have at least as much impact as 
purely technical issues! Past decades have witnessed interoperability conflicts over 
things such as Betamax vs. VHS, HD vs. Blu-Ray, systems-oriented architecture 
(SOA) and (just now beginning) iPhone vs. the Google mobile phone standard. For 
every battle that shows up in the headlines, there are dozens of others known only 
to insiders, but with similar consequences: delay, confusion, higher costs and higher 
risks for end users. 

The Expanded GridWise Definition 

The GridWise Interoperability Framework exists to minimize that kind of pain 
and delay. It adds to previous definitions of interoperability with the following char- 
acteristics: 

• An exchange of meaningful, actionable information between two or more sys- 
tems across organizational boundaries. 

• A shared understanding of the exchanged information. 

• An agreed expectation for the response to the information exchange. 

• A requisite quality of service: reliability, fidelity, and security. 

There are many paths to interoperability. They range from expensive, custom in- 
tegration projects to plug-and-play architectures. Scott Neumann describes this vari- 
ability as the “distance to integrate.” (See drawing.) 
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As an illustration, the flash drive in your pocket is a plug-and-play device. It con- 
forms to the USB specification as a specific type of USB device, which is recognized 
by the operating system to have specific properties and behavior. If the flash drive 
does not conform to these specifications (or if the correct device driver is not in- 
stalled in the operating system) then plug-and-play becomes plug-and-pray or plug- 
and-slay (as in urge to kill). 

The Four Levels of Interoperability 

Plug-and-play (at the bottom of the drawing) is usually reserved for interfaces in 
wide-spread, commodity use. Product interchangeability is supported by rigorous 
specifications and strenuous testing. The high cost of achieving this level of integra- 
tion requires a large market to apportion the costs. 

The next level (second from bottom) involves systems that use a common informa- 
tion model but with differing technical transports, transaction sequences and data 
encoding. Integrating such systems requires time and effort — but at least they are 
talking the same language. System design, software development and testing at the 
information level are still needed, as they are for the underl3dng technical trans- 
ports and data encoding. As the GridWise Interoperability Framework reminds us, 
interoperability means all layers must work together from technical to informational 
to organizational. 

At the next level up, some interfaces use different information models and the 
data must be mapped or translated before it can be used. Think about currency and 
exchange rate. If you know the exchange rate between the US and France then it’s 
easy to map dollars to francs. 

if such translations are not available, then you are at the top-most level and it’s 
time to pull out the checkbook. The old adage applies: “Anything is possible with 
software, given enough time and money.” There is a thriving systems integration 
market for providing custom (and costly) interoperability solutions. Money can ei- 
ther be spent each time an end-user attempts to integrate or on a one-time inter- 
operability/conformance test at the product level. It typically costs much less to do 
a one-time interoperability/ conformance test at the product level. 

Now that we understand the definition of interoperability and the distance to in- 
tegrate, we can start implementing specifics for the Smart Grid. 

2. SGIP — Represents Testing and Certification Vendors 
A — Describe the process of testing for conformance and Interop. 




35 


Article by Drummond; “Six Steps to Achieve Interoperable Networks, 
Systems, and Devices in the Smart Grid on any Standard” 

Conformance is not Interoperability 

The program must clearly convey the different meanings between conformance of 
an implementation to a standard, and interoperability between two or more imple- 
mentations of the standard. Confusion regarding this aspect is currently a major 
hindrance to the success of conformance and interoperability programs. This mis- 
understanding of the differences between conformance and interoperability in the 
marketplace, testing, and at times, the program authors themselves, results in con- 
fusion as to what is meant by successfully passing the testing program. Conform- 
ance means that an implementation adheres to the dictates of the standard. 

(I will not discuss profiling of standards at this time) 

While one might think that all programs that completely adhere to a standard 
(conformant) would be interoperable, in practice they often are not. Interoperability 
means that implementations adhere to the dictates of the standard and inter- 
communicate appropriately with other implementations that adhere to that same 
standard. (1 will forgo the discussion of gateway standards at this time.) Interoper- 
ability adds one more requirement over and above conformance. 

The problem is that many testing programs test only for conformance and then 
unceremoniously presume and declare it interoperable. Stakeholders in the market- 
place believe they are receiving interoperable implementations because they have 
been told so, but they are getting only conformant products. Conformant implemen- 
tations may not be interoperable among themselves. This is especially the case in 
more complex software and hardware systems. This leads to the first aspect dis- 
cussed above in which “certified” implementations now require debugging when they 
are installed by the end-user, thus damaging the credibility of the test program. 
And they slow ongoing Smart Grid implementation. Once the compromising of the 
testing program’s credibility starts, it can take a few of years to correct the percep- 
tion by the marketplace of end-users. This is why the test program must be thought 
of as a stakeholder in the process early on. 

B — What is the importance of testing and certification in the implementa- 
tion of standards of Smart Grid devices, systems, and processes? 

Interoperability Verified not presumed 

The program must verify, not just assume, interoperability among the various 
product implementations of a standard. There are many different types of stand- 
ards. Some are device oriented. Some are business-to-business. Some are written 
from the ground-up, detailing all the software and firmware with dependencies on 
other standards to achieve their purpose. Other standards are focused on commu- 
nication protocols, while others are focused on the semantic meaning of the data. 
Only testing the conformance of any of these standards may achieve different levels 
of ’near’ or ’actual’ interoperability. Depending on a number of factors, including the 
standard, the testing regime, the software/firmware under test, and others, conform- 
ance testing may produce interoperable implementations. Such a result is good in 
that no additional testing steps are required to achieve interoperability. However, 
there remains a problem. It is rarely known that a conformance test has produced 
interoperable product implementations unless verification is performed with an ad- 
ditional test step to prove that the implementations are indeed interoperable. There 
are only two points in the timeline as a standard evolves from formation to product 
implementation where implementations can be verified as actually interoperable: 

1. The product implementations may verify interoperability in concert with con- 
formance testing; or 

2. When the end-user is attempting to deploy the product implementation in the 
field. 

The first case represents the testing program and the stamp of approval of ‘cer- 
tified’ by the program and demonstrates that products are both conformant and 
interoperable. In the second case, the conformant and presumed interoperable im- 
plementations are released to the marketplace where the end-user is expected to 
validate interoperability and correct any shortcomings in the testing program. It is 
well known from studies over the past 20 years that errors found in software prod- 
ucts after field deployment may cost as much as 40 times the amount to correct 
than if those errors are found before the implementation is released to the market- 
place. This additional cost does not include the original cost, frustrations and loss 
of good will by the end-users. 



36 


Not verifying that conformant implementations are interoperable when they are 
given a ’certified’ grade in a conformance and interoperability testing program often 
cause the program to become irrelevant as we have seen in other industries. When 
this happens, interoperability often stalls for that standard in the industry — some- 
times for years. 

Summary 

Success of a conformance and interoperability program is about methodologies, 
market positioning and securing success for all the stakeholders. The program must 
be focused on supporting the implementations in the field for not only the product 
lifecycle, but also the lifecycle of the standard. The program must clearly identify 
what it is offering to the all the stakeholders as it identifies certified implementa- 
tions. Are the products verified conformant or are the products verified conformant 
and interoperable? The program designers must anticipate its growth and demise 
as conformance and interoperability become institutionalized in the implementa- 
tions over their lifetimes. All of these issues should be anticipated for a successful 
testing program irrespective of the standard. Not doing so may greatly reduce the 
introduction of conformant and interoperable implementations of the standard into 
the industry — stalling interoperability. 

C — What challenges has the SGIP faced in working together to develop a 
framework to ensure interoperability of Smart Grid products? 

The first versions of the IPRM went into place in January 2011 for SGIP mem- 
bers. The framework covered 4 broad area: 

1. Enhancing Testing Lab process quality and repeatability. These processes are 
based on ISO 9001 requirements and are elucidated in the ISO 17025:2005 
guide. Currently only a portion of the test labs used in the Smart Grid use 
these guides as the basis for their internal testing processes. Many others do 
not. Quality of the test results from labs is currently spotty. Interoperability 
is a 100% endeavor. Test Lab producing quality a 99% causes problems. Get- 
ting everyone in the Smart Grid to understand the need for consistent quality 
output for tested products has been problematic. The main inhibitor to solving 
this problem is the added cost for the implementation of ISO 17025 for product 
vendors to test products. I personally estimate a cost increase of 25 to 40% over 
pre ISO 17025 testing. 

2. Requirements for Certifying Test Lab results by a trusted third party. These 
certification processes are currently being modified to fit ISO 9001. They will 
be elucidated in the forth coming ISO 17065 guide. Currently, the working 
guide is ISO 65. Currently, many product vendors question the need for the 
additional cost associated with paying for a third party to certify test lab re- 
sults produce interoperable products. 

3. Guidance on testing of cyber security mechanisms within a software product. 
Security testing of cyber security mechanisms and interoperability testing are 
normally at odds philosophically. Security attempts to restrict available 
functionality depending on authorization while interoperability attempts to re- 
move restrictions so that information flows between entities appropriately. 
Conducting cyber security testing distinct from interoperability testing does 
and will cause problems. Tightening cyber security may make the product non- 
interoperable. And the converse, ensuring interoperability may inadvertently 
break cyber security mechanism. Conducting a single test of products, covering 
both cyber security mechanisms and interoperability requirement will allow 
these clashes to be resolved during the test. Thus a product or products will 
be released from the test lab that meets both the cyber security and the inter- 
operability requirements at an anticipated lower cost. 

4. Guidance on how to achieve interoperability in testing. Currently may test labs 
do not test for interoperability. They only test for conformance of a product to 
a standard and assume that conformance includes interoperability. A 
conformant product may not be completely interoperable with other conformant 
products. The introduction of conformant products in the market place which 
are only assumed to be interoperable moves the burden of getting products to 
intercommunicate to the persons installing the products in the field. They may 
have to fix non-interoperability problems that should have been fixed before 
the products were released to the market place. This greatly slows the intro- 
duction of new capabilities and products installed in the Smart Grid. Many test 
labs and service providers do not understand that conformance does not ensure 
interoperability within a set of products. 
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3. Federal Government Role 

What do you believe are the most important aetions for the Federal Government 
to take to ensure the protection of consumer interest, including cost and privacy while 
driving innovation within the smart grid development? 

Since the United States is a federation of states, with attributed states rights, un- 
like just about any other country, what the Federal Government may do versus 
what would be helpful to do are not always the same. States differ in their regula- 
tions as to privacy of consumer data, security, allowable charges to the consumer 
and et cetera. 

1. Ensure Cyber Security on the smart grid is a top down approach. Piece meal 
implementation across the Smart Grid will make the verification of security 
problematic for the USA power Grid. 

2. Ensure the population in the USA understands the cost/benefits of the Smart 
Grid implementation. Increased Consumer cost for power is going to be prob- 
lematic. Cost is going up significantly because of new EPA regulations on coal- 
fired plants and less significantly because of the implementations of smart grid 
technologies. I predict the consumers, especially those within one of the largest 
voting blocks, baby boomers on a fixed income, will react negatively to even 
minor cost increases caused by various regulations and technical enhancements 
to the power grid. 

3. Ensure the implementation of the logic or verbatim use by the Federal Govern- 
ment of the Interoperability Process Reference Manual (IPRM v2) by including 
it within new versions of the FIPS. This would mean approximately 25% of the 
GDP would be required to increase software and hardware product quality, 
consistency, reproducibility and interoperability within the IT markets, thus 
partially, yet significantly, funding the efforts of Test Labs, Certification Bodies 
and product vendors to implement quality and consistency for Interoperability 
across all sectors of the economy including Smart Grid. Health and Human 
Services is implementing the Test Lab and Certification body quality require- 
ments as part of the EHR Meaningful Use requirements for Medicaid and 
Medicare providers. While these currently do not focus on Interoperability as 
such they are implementing the quality framework to support Interoperable 
products within the market place. I would use the FIPS to prime the pump 
not new regulations on the private sector. The uncertain regulatory environ- 
ment is slowing growth of the private sector. 

Chairman QuAYLE. Thank you, Mr. Drummond, and I would like 
to thank all the witnesses for their testimony. I just want to re- 
mind Members that the Committee rules limit questioning to five 
minutes, and the Chair will at this point open the round of ques- 
tions. I recognize myself for five minutes. 

Mr. Caskey, the Energy Independence and Security Act of 2007 
required that FERC initiate a formal rulemaking process to adopt 
interoperability standards when it was satisfied that a consensus 
was actually met. Do you believe that a formal rulemaking process 
is necessary or do you think that a consensus could be achieved 
without that formal rulemaking process? 

Mr. Caskey. I think that they are two different things. I think 
reaching a consensus on the standards that need to be applied for 
smart grid is one thing, and we are working towards that and I 
think we are meeting those requirements within the SGIP and the 
Governing Board of the SGIP. In terms of a rulemaking process, I 
personally do not think that it is necessary at this time and really 
doesn’t benefit the development and the innovation going on in 
smart grid at this point. At some point in the future it may be 
more appropriate. 

Chairman QuAYLE. So do you think that within the rulemaking 
process that those standards that could have been achieved, that 
there could be potentially harmful for innovation going forward? Is 
that 
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Mr. Caskey. I am sorry. Say that one more time. 

Chairman QuAYLE. You said that possibly the rulemaking proc- 
ess could have a detrimental effect on innovation going forward. Is 
that what you’re saying? 

Mr. Caskey. Yes. I don’t think we are to the point yet of locking 
in any particular standards and making those standards manda- 
tory. We are still growing those standards and modifying those 
standards, and at some point in the future having mandatory 
standards or rulemaking on those standards makes sense, but not 
right now from my perspective. 

Chairman QuAYLE. Okay. Thank you. 

Chairman Nelson, in your testimony you described all the 
progress that Texas has made, and you mentioned you had put for- 
ward about 4 million smart meters onto the marketplace. Texas is 
obviously a unique state in that it produces most of its own energy. 
Do you think that putting out these types of smart meters prior to 
the standards being set is putting the cart before the horse, or do 
you think it is a push to spur that process going forward? 

Chairman Nelson. Well, I do recognize that it is a delicate bal- 
ance. I think that if a state were to implement a smart grid pro- 
gram like Texas did and it were to do it in a way where you have 
open architecture and you made sure that whatever — however you 
implemented it would be in conformance with things moving for- 
ward, I think that you could do it, but it is difficult. It is difficult 
to do it without standards. 

Chairman QuAYLE. Dr. Arnold, in January of 2011, the GAO 
noted that the federal — that FERC doesn’t have the authority to 
enforce standards and recognized that a regulatory divide exists be- 
tween federal, state and local entities on various aspects of smart 
grid interoperability and cybersecurity. The GAO further stated 
that such standards remain voluntary unless regulators use other 
authorities to enforce compliance. What really distinguishes the 
process of developing voluntary consensus standards from devel- 
oping standards likely to be mandated and enforceable? 

Dr. Arnold. Well, I think it is instructive to look at some other 
examples in other infrastructure such as the telecommunications 
network, and there, as I noted, the vast majority of standards are 
voluntary consensus standards which are used by industry because 
there is a benefit to industry in doing that. One example where it 
made sense to mandate a functionality or a standard was number 
portability, where to promote competition in the local exchange 
market, the FCC mandated the ability for consumers to take their 
telephone numbers when they switched carriers. There was no in- 
centive for the service providers to implement that capability be- 
cause it was costly, and why would they want to promote competi- 
tion. So there was a case where in order to have that policy objec- 
tive implemented, it made sense to mandate it. I think at this 
point, in my opinion, it is too early to tell whether there are such 
analogs in the smart grid but if there are, then it may make sense 
in selective cases like that. 

Chairman QuAYLE. Thank you very much. 

The Chair now recognizes Mr. Sarbanes for five minutes. 

Mr. Sarbanes. Thank you, Mr. Chairman. Thank you all for your 
testimony. 
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I am trying to get my head around the notion that there are 
parts of the grid that are already smart. I mean, we talk about a 
smart grid but Chairman Nelson, you sort of alluded to in your tes- 
timony the fact that there are parts of our national grid that you 
would view as being smart, and I don’t know if anybody is in a po- 
sition to quantify that somehow but maybe you could try and tell 
me. What percentage, knowing what you know and knowing what 
kind of aspirational standards you are working on, what percent- 
age of the grid now is smart, or is that not a helpful way to at least 
get a baseline perspective on this? Anybody? 

Chairman Nelson. I guess I would say it is very hard to quan- 
tify. In Texas, the way we started is, we started out with a rollout 
of the advance meters to the customers because we felt to have — 
if you are going to be spending money, you want to have customer 
acceptance and you want them to see the benefits. So we have that, 
and we are slowly making the rest of the grid smart and also that 
you can have things like self-healing distribution lines and trans- 
mission lines. So I would say at this point it is hard to quantify 
just because I don’t know if you give the meters more of a percent- 
age than the lines. It would just be difficult to quantify it. 

Mr. Sarbanes. Dr. Arnold, do you have a perspective on that? 

Dr. Arnold. Well, there are so many different technologies that 
apply in an end-to-end system that I think the fact that we have 
50 states that each can in their unique environments apply these 
technologies allows us to benefit from those experiences and roll 
them out nationally based on best practices. Certainly, the automa- 
tion that is now being deployed in the transmission network with 
phasor measurement units, which will provide wide area visibility, 
will have tremendous benefits in reliability of the bulk power sys- 
tem, and that is well underway with Recovery Act funding. The ap- 
plication of smart meters in addition to the benefit in terms of en- 
ergy savings that consumers can have through access to informa- 
tion also provides that visibility to the utilities for restoration after 
power outages. So I think it would be a mistake to try to deploy 
everything at once because these are new technologies that need to 
be proven in and the approach that we are taking of having nation- 
ally the ability to benefit from the different state deployments as 
well as the deployments in the bulk power system is a very good 
way forward. 

Mr. Sarbanes. One of the themes that we have heard already in 
your testimony and the questions that Chairman Quayle just asked 
is this notion of kind of a mandatory versus voluntary approach 
over time, and it sounds, Mr. Drummond, like you believe that the 
biggest nut to crack, the toughest problem is the interoperability 
issue, and we see that across the board. I mean the 9/11 Commis- 
sion just came back, the chairmen, to talk about the remaining 
challenges of interoperability there, even though that was the num- 
ber 1 priority years ago in the wake of that disaster to try to cure 
those problems. And maybe humans are innately inoperable, non- 
interoperable, if that is a word. But that would seem like an area 
where mandating some things would be called for, and I just would 
like to get your reaction to that. 

Mr. IIrummond. Interoperability has a lot of meanings. The way 
we focused on it in SGIP testing and certification is, is that we see 
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it as a need to be market-driven. Businesses who buy products 
need to understand the cost-benefit tradeoffs from buying inter- 
operably verified certified products versus buying those which have 
not been that way. An example, I have been doing this for a long 
time and I remember back eight or nine years ago in a different 
standard, we were doing interoperability testing and people who 
would those which had been certified would be able to install it 
within two or three days and make it work. Those who didn’t might 
spend 6 months trying to get the product to work interoperably 
with someone else. So the key here is, is we need to put products 
in the marketplace that people can be assured are interoperable 
easily — that is why I keep saying the word “certified,” by certified 
third parties — so the marketplace can see the cost-benefit and start 
putting those in place. We can make anything computer-wise inter- 
operable. It is when you have hundreds of things happening over 
and over again, you do not want to keep repeating the same devel- 
opment cycle of integration. You want to make it much easier be- 
cause it has done before because it has already been testified and 
certified. 

I really think the market can drive this well, and the suggestion 
I had before was not so much going into regulations or anything 
else, it was thinking about if the Federal Government has so much 
buying clout out there and if you all saw it was beneficial to start 
buying certified interoperable products using testing, as we are rec- 
ommending, that would push multiple industries, not just this one, 
into a more interoperable, more cost-efficient model than we have 
right now as we put things in place. 

The last point is, if I buy interoperable products, I reduce my 
perceived risk as a manager and executive in a corporation if I 
know they are interoperable and I will move faster to implement 
new things in the network if that risk is reduced. When I still do 
not know my risk because I don’t have certified products out there, 
I take much longer to move to the next phase of the network, the 
more intelligent network, because the risk is too high for me to 
move very quickly without doing a lot of due diligence. Does that 
answer your question? 

Mr. Sarbanes. Thank you very much. 

Chairman QuAYLE. Thank you, Mr. Sarbanes. 

The Chair now recognizes the gentlelady from Illinois, Mrs. 
Biggert, for five minutes. 

Mrs. Biggert. Thank you, Mr. Chairman, and thank you for 
holding this hearing today, and I commend the witnesses for all the 
collaborative work that you are doing on this issue. 

My question is related to the type of technology that the stand- 
ards development process will eventually allow, and do you see 
room for variable types of smart grid technologies? The reason for 
this is that some of my constituents have raised privacy or health 
concerns with the smart grid devices, especially the wireless tech- 
nologies, and this is from a community that has been working on 
this since 2005 and to develop the smart grid and the smart me- 
ters, and so this has come up from some of the constituents, and 
what happened here is actually that they did a survey and every- 
one agreed to have mandatory technology. So do you see that there 
is a mix of technologies being deployed that can address their con- 
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cerns and still meet the goals of an interoperable smart grid? Main- 
ly it is the two issues. One is the health concerns and also privacy 
when they have the meters in their homes. I would like all of you 
to address this. 

Dr. Arnold. Well, there are two aspects to that. In terms of pri- 
vacy, this is a very important issue in the smart grid, and we are 
paying vep^ strong attention to it. In fact, in our 700 page 
cybersecurity guidelines, we have a whole volume that is devoted 
to privacy issues and that volume includes an analysis of data pri- 
vacy issues in the smart grid, a summary of applicable laws and 
regulations at the federal and state level, and provides guidance on 
how to apply business practices and technology to ensure data pri- 
vacy. There are also some specific business practice standards con- 
sistent with those guidelines that are now under development by 
the North American Energy Standards Board, so this is an area 
that we are actively addressing. 

On the health aspects of wireless communications, I would say 
that is a little bit outside of our jurisdiction because the FCC sets 
requirements on emission levels for wireless devices. To the best of 
my knowledge, the devices that are being used in smart grid appli- 
cations, they have to comply with the FCC requirements, so 

Mrs. Biggert. Well, this community is having 15 gigawatts of 
energy, and it is a lot stronger than what they are doing right now 
as far as they put this into effect. They are worried about that, so 
maybe Chairman Nelson, could you address that since you are also 
putting these in? 

Chairman Nelson. Well, let me just start out by talking about 
the privacy aspect. In Texas, our legislature made that determina- 
tion by saying customers own their own data, and so in Texas now, 
the commission is in the process of fleshing that out because one 
of the things that we found most critical as you go forward in in- 
stalling smart meters is that customers understand what is hap- 
pening, and so we want to make sure that the process where third 
parties come in and contact them is a fair process. 

In terms of the safety issue, I think there is a lot of evidence that 
the systems are safe. In terms of whether you can use — whether 
one system should be mandated, that is not the way that Texas 
went. We went with an option of letting the companies choose the 
technology, the transmission and distribution utilities. 

Mrs. Biggert. Mr. Caskey? 

Mr. Caskey. Yes, a couple different points. One is dealing with 
technology, I think that the connection with the consumer is often 
at the meter, so often consumers are first concerned about that. I 
have read various studies by the Electric Power Research Institute 
and other organizations, and at least so far they have not found 
any evidence between any health concerns and the radio-type re- 
ceivers and transmitters used in the smart grid and the smart 
meter deployment. Certainly, if there are issues associated with 
that or there are perceived issues associated with that, you can po- 
tentially take that out but then you lose some of the features and 
the benefits of those meters so the may not be very cost-effective 
once you take away that two-way communication aspect of those 
smart meters. Also in terms of technologies, there is a wide variety 
of technologies including at the generation of power that Dr. Arnold 
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had referenced and the transmission and distribution grid. There 
are lots of different technologies that make up the smart grid. 
There are literally hundreds of various technologies that will be ap- 
plied to get the whole smart grid to work effectively together. 

Mrs. Biggert. Thank you. 

Mr. Drummond? 

Mr. Drummond. I am of the opinion generally that we in the ar- 
chitecture realm, which is what we are talking about now, the 
smart grid is an architecture or framework, need to put in place 
the philosophical principles behind it and what should work to- 
gether, what shouldn’t — that would be for privacy and technology — 
and let the lower levels, those who are dealing with the implemen- 
tation and those sort of things, start making decisions in more de- 
tail, and if you do it in that manner, that means you can change 
over time easily as new standards happen. You can use slightly dif- 
ferent standards for exactly the same reason in different areas be- 
cause they would work best in those areas. So I think in answer 
to your initial question, there is a lot of variety out there you can 
go do. There is always this tradeoff about how much you mandate 
specific standard to go this which will actually reduce risk a whole 
lot, from my risk thing earlier, but it also squashes innovation. So 
you have this — ^you are kind of sitting on the head of a pin here 
trying to avoid both of those sort of things at once, and I think we 
are doing that well in SGIP right now, by the way. 

Mrs. Biggert. Thank you very much. 

Mr. Chairman, I yield back. 

Chairman QuAYLE. Thank you, Mrs. Biggert. 

The Chair now recognizes the gentleman from New Mexico, Mr. 
Lujan, for five minutes. 

Mr. Lujan. Thank you very much, Mr. Chairman. 

Dr. Arnold, I want to talk a little bit about distributed generation 
and what that means to a nationwide interoperable grid. Distrib- 
uted generation can reduce pollution. It can increase energy effi- 
ciency, promote the use of renewable generation and power home- 
owners and business owners. It has been suggested that when we 
have had blackouts or brownouts in some of the most urban metro 
areas of the country, that if there would have been a more elabo- 
rate distributed generation system, that we could have alleviated 
some of that load. 

One of the principal barriers to the deployment of distributed 
generation is the process of connecting to the utility grid, the inter- 
connection or the interoperability, if you will. We need common 
standards for interconnecting DC devices into the grid system. This 
year I have introduced a bill promoting net metering and estab- 
lishing interconnection standards for net metering. 

Like Chairman Nelson, I once chaired the New Mexico Public 
Regulation Commission, which is the equivalent of the public util- 
ity commissions around the country, and it was an honor to serve 
there. Everything that I learned there was that you needed to have 
those interconnection standards in order to push distributed gen- 
eration and make it a reality so that one thing could talk to an- 
other, making it smart, I guess. Can you discuss efforts to develop 
common standards that support distributed generation that help 
empower consumers? 
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Dr. Arnold. Certainly. Well, first I can tell you that supporting 
distributed generation in the smart grid is one of the key require- 
ments from the beginning in our effort, and we have a number of 
standards in our framework that provide technical capability for 
this including the metering standards, which have to support two- 
way measurement, and the electrical information connection stand- 
ards. There is a standard known as IEEE 1547 that has been en- 
hanced to support this, and I would also note that we have been 
successful in getting the lEC to adopt that as an international 
standard so that we are leading the global approach on this. 

There is a lot more that needs to be done, though, because as the 
growth of these resources increases, the ability for utilities to know 
how much distributed generation is feeding into the grid and be 
able to forecast that becomes critical to maintain the reliability of 
the grid, and so to address the information management standards 
to support this, the SGIP is in the process of forming a new work- 
ing group specifically looking at this whole suite of standards for 
distributed generation and storage, and I believe the official ap- 
proval of this working group is going to take place this afternoon 
at the Governing Board meeting, so this has been a major area of 
focus and will continue to be. 

Mr. Lujan. That is encouraging. Dr. Arnold, that those conversa- 
tions are taking place, again, working with an industry group, with 
IEEE, associated with seeing how you can establish some of these 
interconnection standards so that way there is more certainty out 
there. Many states have adopted net metering standards. It is one 
that I hope we can continue to see more states do and maybe some 
formal recognition by the government or encouraging them. I think 
that that is the way to go. 

You know, truly as talk about minimum standards, I don’t think 
that what is being suggested is pushing one technology or one soft- 
ware platform above another. When we talk about cloud computing 
now, something that just a few years ago no one imagined that 
would be part of a smart grid conversation, hardware and software. 
I think what is key is that we find a way where you can plug some- 
thing in to something else and that they can talk to one another 
and that those software apparatus, whether we talk about Mac or 
we talk about PCs, Microsoft, Apple, it is amazing how software 
that is written today, how it doesn’t matter what system you are 
on, you can work with one another. I think that is all that we are 
suggesting. And if there is a way to encourage what I am hearing 
today through the testimony that we can find a way to have inter- 
connection standards, we can have a way to have interoperable 
standards associated with making these things talk to one another 
but then the gamut runs as it may and the market is going to de- 
velop the most efficient and effective tools to allow this to happen, 
to empower consumers, to make sure utilities know the certainty 
of what is happening with loads, to prevent power outages, and 
hopefully like in New Mexico we prevent natural gas outages as we 
saw in Texas with rolling blackouts recently, and it gives those 
tools more so that the commissions are working closely with the 
utility companies, the utility companies are working closely with 
the businesses, and we are saving money in the end. This is going 
to put more money in people’s pockets. It is going to put more 
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money in small businesses’ pockets and it is going to save money 
associated with the impact that dramatically happens in a commu- 
nity when we have these power outages. 

So I am encouraged by this hearing and I think there is a lot of 
promise here, and I think there is actually a lot of common ground 
between all of our colleagues here in the Congress with wanting to 
do the right here, so I appreciate it again, Mr. Chairman. Thank 
you very much for my time. 

Chairman Hall. [Presiding] Thank you. The gentleman’s time is 
expired. I will recognize myself for five minutes but I won’t take 
five minutes because I know Chairman Quayle has already recog- 
nized all of you, and thanks you, but I would feel bad if I didn’t 
thank the Texans out there. Rik Drummond, small business leader, 
thank you, and of course, I always save the best for last. Chairman 
Nelson, I really came down here to see if she is as attractive and 
intelligent as everybody always says she is, and we are glad to 
have each of you. Thank you for what you are doing. Don’t judge 
our interest in you by the empty seats because everybody has two 
or three committees, and this goes into a permanent record and 
they will all have copies, and thank you very much. 

I yield the balance of my time to Mr. Rohrabacher. For those who 
are present today, he is my favorite in the entire Committee that 
are Republicans. The Chair recognizes Mr. Rohrabacher. 

Mr. Rohrabacher. How do I follow that? 

You know, I have been hearing about the smart grid and the 
grid, and we have to do something about the grid for so long. I 
mean, it just — over the years it just — and quite frankly, I am not 
an engineer and I don’t understand all of the aspects of some of 
these things you have been talking about today. Some of them are 
a little bit above my pay grade. But there are some things that we 
do have to know here, and that is about the spending of govern- 
ment money and how it is being utilized to accomplish goals in the 
various departments and agencies. 

When will the smart grid be available and be actually being uti- 
lized by the public? Whoever wants to answer that. 

Mr. Caskey. I will attempt to answer that. When you picture the 
entire smart grid working effectively and interoperating. We are 
literally talking about an evolution that is going to take 20 years 
or more. But we see parts of that today as you see various sub- 
stations automated, you see the transmission grid automated, you 
see 

Mr. Rohrabacher. Tell me, how far in the evolution have we 
come? Would you say we are year at 15, I mean, outside 15? Are 
we 15 years in or one year in? What are we in? 

Mr. Caskey. I think we discussed that a little bit earlier; is there 
a percentage on how smart the grid is today? I think the answer 
to that really depends on the individual utilities and those utilities 
know how much automation and how much smartness they have 
added to their localized grid, if you will, but in terms of a nation, 
I have not heard a figure thrown out there to say whether we are 
20 percent smart today or 25 percent or what that is. So I don’t 
know that. 

Mr. Rohrabacher. Smart as compared to what we were, let us 
say, 20 years ago, so — and the smart grid will save us energy, the 
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smart grid will ensure more security, et cetera, and how much will 
in the end the smart grid cost us to have in place as compared to 
what we were spending ten years ago? 

Mr. Caskey. I don’t have the answer to that question. 

Chairman Nelson. Let me just state in Texas what we have 
done is, the customers who get the advanced meters are the ones 
who pay for it, so it is not through a tax. It is a fee on their bill. 
And even with that fee, our rates are lower in Texas than they 
were in 2001. 

I view smart grid ultimately as a cost-savings tool because, one, 
it gives customers the ability to reduce their usage and under the 
current technology, you get your electric bill 45 days and some- 
times after you 

Mr. Rohrabacher. I understand. When you succeed — I can’t tell 
you how many times we have heard that when this program is in 
place, it is actually going to pay for itself so there is really no cost 
at all involved, and so absent that mindset, which I understand 
and it is not just smart grid that believes that stuff, but a lot of 
other people who come before us. 

Let us then look, how much money — Dr. Arnold, the American 
Recovery and Reinvestment Act invested how much money in this 
effort and how much has been spent? 

Dr. Arnold. The Recovery Act funds totaled $17 million and all 
of that will have been spent by the end of this fiscal year. 

Mr. Rohrabacher. Seventeen million? 

Dr. Arnold. I am sorry — yes, $17 million in terms of the NIST 
work on the interoperability standards, so that is just the Recovery 
Act funds and that represents about half of the total funds. The 
rest was from the NIST normal STRS appropriations. 

Mr. Rohrabacher. So $17 million were spent in the last year, 
you’re saying? 

Dr. Arnold. Since about mid-2009. 

Mr. Rohrabacher. And that money was matched of course by 
the money that was already allocated for this project. Is that right? 

Dr. Arnold. Well, approximately the same, a little bit less. I be- 
lieve it is about $15 million will have been spent through the end 
of this fiscal year out of NIST’s STRS normal funding. 

Mr. Rohrabacher. And once the recovery, the ARRA money is 
all gone, and it sounds like it is, the budget goes down back to 
what it was normally. Is that what is happening? 

Dr. Arnold. Well, to sustain the effort at the current pace, we 
would have to increase the STRS component. If we continue with 
fiat funding on the STRS, it is going to imply a significant reduc- 
tion in the level of activity. 

Mr. Rohrabacher. And so when we were trying to figure out the 
total amount that NIST is spending, it is not 17, it is 35 million? 

Dr. Arnold. Well, through the end of fiscal year 2011, it is about 
17 plus 15 — you can do the math — over that period. 

Mr. Rohrabacher. Okay. So that is $32 million. And that level, 
that $32 million level then will be cut back to what — basically in 
half. Is that correct? Is that what we are hearing? 

Dr. Arnold. Well, the President’s budget request for fiscal year 
2012 included an increase in the STRS component to maintain a 
level of effort that is at a level that we need to sustain progress. 
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but if those funds are not available, there will be a significant re- 
duction and probably a slowdown in our effort. 

Mr. Rohrabacher. Thank you, Mr. Chairman. I will wait to see 
if there is a second round to see if this money is being spent in the 
most efficient way. Thank you. 

Chairman Hall. Your 10 minutes is expired. 

Mr. Rohrabacher. Thank you. 

Chairman Hall. The gentleman always asks good questions, and 
we will come back to you if we — Mr. Lipinski, the gentleman from 
Maryland, is recognized for five minutes or whatever you really 
need. You are a good man to work with this on this Committee. 

Mr. Lipinski. Thank you, Mr. Chairman. I am not from Mary- 
land, but Illinois, it is close. 

Chairman Hall. Your hometown is Maryland, Illinois, right? 

Mr. Lipinski. You know, if you want that to be — if you want me 
to say that, yes, it is, as long as I get my five minutes of question 
time. 

Dr. Arnold, I am pleased to see your section in your testimony 
about protecting consumer interest. Now, Mr. Rohrabacher had just 
said he is not an engineer. He started out his questions with that. 
Well, I am trained as an engineer, although I won’t try to claim 
that I know everything about the smart grid, but what I do know, 
I am excited about the potential benefits. You know, we can have 
a more robust, resilient power system. We can diminish peak 
usage. We can give consumers more control. These are all great 
things that we can get from a smart grid. 

But right now in my home state of Illinois, there is a tough legis- 
lative fight going on over who is going to pay for the new tech- 
nology and who gets the benefit. AARP is strongly opposing the Illi- 
nois Infrastructure Modernization Act because of the potential for 
automatic rate increases. The Governor of Illinois, Governor Quinn, 
the Attorney General, Lisa Madigan, have also expressed concerns 
about this bill. Now, I share some of these concerns, and I think 
it is my job to make sure that the seniors in my district, you know, 
someone living on a fixed income is protected, and I worry that the 
push for a smart grid could just mean installing smart meters at 
consumer expense so utilities can then go ahead and lay off their 
meter readers. So as I said, I know the potential is there for great 
benefits. 

What can you tell me. Dr. Arnold, about what elements of NIST 
standards will help consumers control their energy usage and save 
money and what can we do — and I don’t know if — this probably 
isn’t for NIST to make the determination on this but my concern 
is, how do we make sure that this information is going to be used 
by consumers to save money or how do we make that as likely as 
possible? We can’t guarantee anything. We can’t guarantee anyone 
does anything but we have to make that likely. But first. Dr. Ar- 
nold, what will help consumers control their energy usage and save 
money with the smart grid? 

Dr. Arnold. So in terms of saving money and controlling usage, 
there are two elements of that. One is wasting less energy, so re- 
ducing your overall usage, and the other element is reducing your 
usage during peak periods when it is very expensive for the system 
to generate that energy. In terms of consumers wasting less en- 
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ergy, the fact that consumers have no knowledge today about how 
much they are consuming, is an issue, and with the smart grid, 
consumers will be able to,as they do in cases like in Texas, see how 
much they are using on a near-real-time basis. 

Mr. Lipinski. That is one thing I was wondering. Will I — if I 
have a smart meter hooked up in my home, will I be able to hook 
that up to my computer and see in real time my usage or will I 
have to wait for the utility company to get me the information? 

Dr. Arnold. The technical capability is there to transit that data 
to either the utility where you can get it on the Web or locally so 
it can be broadcast to a display within your home so you can see 
that in real time. I have such a meter, which enables me to do that 
in my home. 

The other aspect in terms of reducing usage during peak periods, 
which benefits everyone because you need to provide less genera- 
tion capacity and transmission capacity, my expectation is that 
technology will allow this to be done automatically where you will 
be able to push a green button on your appliance to tell it you want 
to run in eco mode, and it will automatically figure out the best 
time to run. Obviously a consumer will always be able to override 
that if they need to have something done at a certain time but the 
technology will be there to allow this to be automated so the con- 
sumer can set it and then forget it. 

Mr. Lipinski. Very quickly. Chairman Nelson, how do you believe 
in Texas you were able to institute this and have the consumers 
save money with it? Were there specific provisions that you put 
into the law that helped this to occur? 

Chairman Nelson. Yes, sir. The Texas legislature passed legisla- 
tion in 2005 and 2007 encouraging the deployment of smart meters 
and they set up a system for how it would be paid for which as you 
indicated it was a controversial issue and continues to be but they 
addressed that. 

Mr. Lipinski. But how do you get people to — if the Chairman will 
allow me, how do you — you can give people information. How do 
you maximize the likelihood that they will use this information to 
help save electricity and money? 

Chairman Nelson. Well, there is a big customer education com- 
ponent of this where customers have to be aware of what they are 
doing, so we rolled it out. We are in the process right now of doing 
a test where CenterPoint and Oncor, our two biggest utilities in 
Houston and Dallas, are doing a pilot with 500 in-home devices 
and educating customers about it. We have retail providers in the 
Texas market, and that market is competitive and so they want to 
get customers and so they are trying to give a value-added thing 
and so they are working with customers to provide them informa- 
tion. Like some of them send out a once-a-week note to their cus- 
tomers by email and say this is how you are spending, this is what 
you have spent, if you continue using at the same level, your bill 
will be this, or some customers use every day but when we have 
a hot summer like we had this summer where in Austin our Au- 
gust temperature average was 105, in spite of the fact that we have 
got low rates, those bills are big and I think the larger the bill gets, 
the more the customer has an incentive to shave some of that off 
if they can. 
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Mr. Lipinski. I thank you very much, and I thank the Chairman 
for your indulgence here. 

Chairman Hall. The gentleman’s time has expired. The Ranking 
Member has indicated he has no objection to Mr. Rohrabacher ask- 
ing one more question. The Chairman recognizes 

Mr. Rohrabacher. Thank you very much, Mr. Chairman. 

In talking about standards and, again, I plead guilty of not hav- 
ing the expertise of having the in-depth questions that you prob- 
ably deserve, but let me just ask, when you have new standards, 
and that is what we are talking about with NIST, and it is a major 
part of this whole operation’s success is the standards of what you 
are going to be required to have to have a smart grid, that means, 
of course, there is going to have to be new technologies. Now, I note 
that the Department of Energy where you are spending $35 mil- 
lion, they are spending $3.4 billion on smart grid technology devel- 
opment. Are you confident that we are going to be able to have the 
technology necessary, number one, to meet the standards, and will 
this equipment be available, do you believe, by American manufac- 
turers rather than having us being dependent on overseas sources? 

Dr. Arnold. So I would like to address that. The stakeholders 
in our process involve industry. They are really the biggest part of 
the process and they are at the table because they want the stand- 
ards so that they can build the products and the utilities can use 
them. We have tried where we can, rather than reinventing the 
wheel, to pick up standards that have been used in other applica- 
tions and modify them for the smart grid to allow these things to 
get deployed most quickly. In areas where there is entirely new 
functionality, you have to do something new, and we are always 
looking for the best way to do that. We have placed major emphasis 
on being in a leadership posture with respect to the international 
standards so rather than our picking standards that others are de- 
veloping, we are developing them here, bringing them to the inter- 
national standards organizations and we are having a great deal 
of success in getting the standards adopted internationally. I can 
tell you that in other parts of the world that are behind us in de- 
veloping their frameworks for the smart grid, they recognize our 
leadership and are using the results of our standards work as the 
basis for their efforts. We are doing that specifically to maximize 
the export opportunities for U.S. suppliers. 

Mr. Rohrabacher. So you are confident that what you are doing 
is going to actually be a boon to American manufacturers and 
American technology corporations and not — is that something that 
you have in mind or is this something that you are just confident 
of? 

Dr. Arnold. We have that very much in mind. I would point to 
the International Energy Agency, which estimates over the next 20 
years, $10 trillion will be spent globally on modernization and 
build-out of electrical grids. The estimate as far as I can tell for the 
United States is about $2 trillion, so the market opportunity out- 
side of the United States is much greater than it is in the United 
States and so we have very much in mind creating a standards 
framework that will allow U.S. manufacturers to not only build the 
U.S. grid but also export that technology to other parts of the 
world. 
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Mr. Rohrabacher. Well, thank you very much. 

Mr. Chairman, that does answer my question and I appreciate 
you giving me that last chance. 

Chairman Hall. Thank you. The gentleman’s time has expired. 

I want to thank the witnesses for their very valuable testimony 
and the Members for their questions. The Members of the Sub- 
committee might have additional questions for the witnesses, and 
we will ask you to respond to these in writing. The record will re- 
main open for two weeks for additional comments and statements 
from Members. The witnesses are now excused. We are adjourned. 

[Whereupon, at 11:25 a.m., the Subcommittee was adjourned.] 
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Answers to Post-Hearing Questions 

Responses by Dr. George Arnold, National Coordinator for Smart Grid, 

National Institute of Standards and Technology 

Questions submitted by Chairman Ben Quayle 

Ql. What is the future smart grid standards development plan for both the National 
Institute of Standards and Technology (NIST) and the Smart Grid Interoper- 
ability Panel? How many additional standards need to be developed? Can NIST 
maintain the necessary pace for standards development to keep up with smart 
grid implementation into the future? How much funding is NIST requesting an- 
nually to continue these activities? 

Al. NIST continues to execute its three-phase plan for leading and sustaining the 
accelerated pace of smart grid interoperability and security standards development. 
Phase I is completed (initial NIST roadmap and identification of standards) and 
Phase II (Smart Grid Interoperability Panel) and III (Smart Grid Testing and Cer- 
tification Framework, developed as part of SGIP) are ongoing, including inter- 
national outreach and coordination efforts. While much progress has been made to 
date (see www.nist.gov/smartgrid for NIST and SGIP programmatic highlights and 
accomplishments), significant work continues to be needed to develop new stand- 
ards, evaluate and revise existing standards, coordinate and map different stand- 
ards to each other within a common architectural and cybersecurity framework, and 
to help drive these standards into implementation supported by interoperability 
testing and certification support and incorporation of “lessons learned” back into the 
standards development process. This work is being undertaken through NIST and 
SGIP structured activities, including new and existing Priority Action Plans focused 
on requirements for standards development and Working Groups that are evalu- 
ating standards and framework elements, identifying new needs, and leading dialog 
with stakeholders including the regulatory community. While it is difficult to esti- 
mate the number of new and revised standards that will be needed to support the 
future smart grid with new functionalities, based on our experience to date, at a 
minimum it will be several times greater than the initial 75 standards identified 
by NIST in its Framework Release 1.0 — that is, in the hundreds. 

The pace of progress in coordinating development of smart grid standards has 
been accelerated in part due to ability to jump-start NIST’s smart grid program 
using approximately $17 million of AREA funding over the past two years; $12 mil- 
lion from the Department of Energy, and $5 million from the Department of Com- 
merce. In addition, NIST spent $8.5 million of its annual STRS appropriation in 
FYll. The $17 million AREA funding has been exhausted. NIST requested $17.6 
million in the FY 2012 President’s Budget to maintain the current accelerated pace 
for standards development. 

Q2. NIST identified 75 existing standards, in January of 2010, as likely imme- 
diately applicable to an interoperable grid. NIST submitted five of these stand- 
ards to the Federal Energy Regulatory Commission in October 2010. Why does 
this process take so long? When will NIST’s responsibilities per the Energy Inde- 
pendence and Security Act of 2007 (EISA) be completed? Do you think EISA 
should be amended to possibly clarify that a formal rulemaking process is not 
always necessary? 

A2. Of the 76 standards identified in the NIST Framework Release 1.0, 25 stand- 
ards were identified for initial implementation and 50 standards were identified as 
needing further review. NIST and the SGIP have been developing additional guide- 
lines and procedures for standards review and evaluation, including development of 
the NISTIR 7628 Guidelines for Smart Grid Cyber Security and establishment of 
SGIP Cyber Security Working Group (CSWG) and Smart Grid Architecture Com- 
mittee (SGAC) review processes. With the availability of the NISTIR 7628 published 
in August 2010, the volunteer-based CSWG standards review team was able to use 
NISTIR 7628 requirements as the basis for its standards review process, including 
for its evaluation of the 5 standards identified in October 2010 as ready for consider- 
ation by regulators. This team has continued to make steady progress towards eval- 
uating the 25 standards identified for initial implementation, plus many additional 
standards or requirements that have been developed or evaluated as part of Priority 
Action Plans. In parallel to the CSWG cyber security review process, NIST engaged 
in numerous collaborative discussions with FERC staff to revise standards review 
templates to help support regulatory interest and understanding of smart grid inter- 
operability standards. This constructive dialog resulted in a more comprehensive re- 
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view process, and contributed to the increased timeline for the initial standards re- 
view. In addition, utilities and others have requested that additional standards re- 
views be established with respect to implementability and reliability issues, and 
work is underway to incorporate such reviews within the SGIP and its Catalog of 
Standards process. 

NIST is actively engaged in leading the acceleration of the smart grid standard- 
ization process to meet its EISA responsibilities. In the long term, NIST envisions 
that the SGIP will mature into a permanent organization to evolve and maintain 
the Smart Grid standards framework and that NIST will reduce its active standards 
coordination role. However this will require that the SGIP develop a business model 
and funding sources that are self-sustaining. Continued NIST funding at the level 
requested in the President’s Fiscal Year 2012 budget will allow NIST to complete 
and implement the NIST smart grid standards framework and develop a robust 
testing and certification infrastructure. With this foundation in place, NIST will 
then be in a position to continue to engage in the SGIP at a lower level while 
transitioning some of its resources and staff to address key smart grid measurement 
and research needs, also part of NIST’s mission. NIST established a Smart Grid 
Federal Advisory Committee in late 2010 to provide advice and input to NIST on 
such issues, including input to help guide Smart Grid Interoperability Panel activi- 
ties and also assist NIST with its smart grid research and standards activities. The 
Committee’s initial report is expected to be completed in November 2011. 

With respect to clarifying the role of formal rulemaking in EISA, the language “as 
may be necessary to insure smart-grid functionality and interoperability in inter- 
state transmission of electric power, and regional and wholesale electricity markets” 
is already included in EISA under FERC’s responsibilities, and may provide suffi- 
cient flexibility to FERC to address evolving needs without need for amendment. 

Q3. A January 2011 Government Accountability Office (GAO) report assessing the 
progress of NIST smart grid cybersecurity guidelines identified remaining chal- 
lenges regarding cybersecurity and physical threats to the smart grid. What 
steps are being taken to ensure that the standards upon which smart grid archi- 
tecture is based do not lead to a greater cybersecurity risk on the national trans- 
mission grid? 

A3. A multi-pronged approach is being taken to support enhanced cybersecurity for 
the Smart Grid. The NIST-led Cyber Security Working Group (CSWG) is providing 
foundational cybersecurity guidance, first through the issuance of NISTIR 7628, 
“Guidelines for Smart Grid Cyber Security” which was published in August 2010 
and most recently in collaboration with DOE and NERC, NIST assisted in the devel- 
opment of the newly issued DOE Draft “Electricity Sector Cybersecurity Risk Man- 
agement Process Guideline.” This document is the result of a public-private collabo- 
ration to develop a foundational cybersecurity risk management guideline that pro- 
vides a consistent, repeatable, and adaptable process for the electricity sector. Now 
the CSWG is developing an assessment guide that contains criteria for testing and 
examining the implementation of the NISTIR 7628 high level security requirements. 
The high level security requirements are also being augmented with specific secu- 
rity requirements for the advanced metering infrastructure. NIST, through the 
CSWG is facilitating security functionality in existing Smart Grid standards and for 
those standards under development. To date, over twenty-five standards or require- 
ments have been assessed against the high level security requirements. The CSWG 
will be hosting a cyber-physical security workshop in April 2012 to review recent 
work and developments that have occurred in the cyber-physical areas across mul- 
tiple industries. The goal of the workshop is to determine if there are security re- 
quirements that are unique to cyber-physical systems. 

While NIST has the federal responsibility for developing the standards frame- 
work, DOE is responsible for grid modernization. Through the Advanced Security 
Acceleration Project for the Smart Grid (ASAP-SG), DOE is partnering with several 
utilities to accelerate the development of Smart Grid cybersecurity requirements. 
These profiles provide asset owners, operators, and vendors with detailed require- 
ments for the secure design, deployment and operation of resilient Smart Grid sys- 
tems. Four security profiles have been completed — advanced metering infrastructure 
(AMI), third-party data access, distribution management systems and most recently, 
wide-area monitoring, protection, and control applications, (i.e., synchrophasors). 
The AMI security profile is being used by the CSWG and the Advanced Metering 
Infrastructure Security (AMI-SEC) Task Force within the Utility Communications 
Architecture International Users (Jroup (UCAIug). In FY12, ASAP-SG plans to de- 
velop a profile for the home area network. 

In another joint effort to improve smart grid security, DOE formed the National 
Electric Sector Cybersecurity (Organization Resource (NESCOR). NESCOR is focus- 
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ing on the testing and development of secure technologies for the smart grid. 
NESCOR is currently working with the CSWG to develop guidelines that will ad- 
dress the security gaps and potential vulnerabilities of the SEP 1.x and provide rec- 
ommendations on how the SEP 1.x profile should be implemented in deployments. 

DOE has also partnered with the private sector to broadly enhance cybersecurity 
in the electric sector through the development of the 2011 Roadmap To Achieve En- 
ergy Delivery Systems Cybersecurity, an update of the 2006 Roadmap. Both industry- 
led Roadmaps were developed through a public-private collaboration of energy sector 
stakeholders. DOE facilitated the Roadmap development through the private-sector 
Energy Sector Cybersecurity Working Group (ESCSWG). The U.S. Energy Secretary 
Steven Chu, White House Cybersecurity Coordinator Howard A. Schmidt, and the 
North American Electric Reliability Corporation President and Chief Executive Offi- 
cer Gerry Cauley all publicly recognized this public-private collaborative Roadmap 
effort focused on ensuring the security and reliability of energy delivery systems. 


Questions Submitted by the Represenative John Sarbanes 

Ql. Can you please clarify how much funding NIST has requested in the Fiscal Year 
2012 budget for continuing its smart grid standards work? How does this re- 
quested funding level compare to the levels of funding NIST has provided to 
these smart grid standards efforts over the last several years? 

Al. The President’s budget request for Fiscal Year 2012 includes an initiative for 
Interoperability Standards for Emerging Technologies, which would provide an addi- 
tional $9.1 million to support the NIST smart grid program, for a total of $17.6 mil- 
lion. NIST contributed $1.6 million from the STRS appropriation and $5 million 
from the NIST ARRA funding on smart grid in FY 2009 and another $5 million in 
FY 2010, which was the first direct appropriation for the smart grid program. In 
the FY 2011 spend plan, NIST’s budget for smart grid was $8.5 million. The exter- 
nal component of NIST’s smart grid program, including the contracted administra- 
tion of the Smart Grid Interoperability Panel, was supported by ARRA funding to- 
taling $17 million; $12 million provided through DOE and the $5 million from 
NIST’s own ARRA appropriation as described above. Thus more than half of NIST’s 
work through the end of Fiscal Year 2011 was supported by the ARRA funding, 
which have now been completely expended. 
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Responses by The Honorable Donna Nelson, Chairman, Public Utility Commission 
of Texas 


Donna L. Nelson 

Chairman 



Public Utility Commission of Texas 


Rick Perry 
Governor 


October 6, 201 1 


The Honorable Ben Quayle, Chairman 
The Honorable Randy Neugebauer 
Subcommittee on Technology and Innovation 
Committee on Science, Space, and Technology 
U.S. House of Representatives 
2321 Rayburn House Office Building 
Washington, DC 205 1 5 

Dear Sirs: 


It was my pleasure to testify before you on September 8th at the hearing, “Empowering 
Consumers and Promoting Innovation through the Smart Grid. ” As stated in my testimony, we 
are committed to ensuring that consumers benefit from the investments made to modernize our 
electric grid. By leading the nation in smart grid development and deployment, Texas already 
experiences increases in reliability, customer choice and demand response. 

Below are my responses to your questions. 


1. (a) From your perspective, in the absence of formalized standards, has the development 
of the smart grid stalled? 

■ We do not believe that the development of the smart grid has stalled. The standards 
process has been successful in bringing parties from all organizations together to 
accelerate revisions to existing standards, identifying gaps, and moving the industry 
forward. 

■ Standards exist today and have so for many years. Organizations have been providing 
standards for utilities and their vendors such as the American National Standards 
Institute (ANSI), Institute of Electrical and Electronics Engineers (IEEE), American 
Society of Heating, Refrigerating and Air-Conditioning (ASHRAE), and National 
Electrical Manufacturers Association (NEMA), among others. The value of the NIST 
effort is not the creation of new standards or the adoption of standards. Rather, the value 
is achieved because it recognizes that these different standards all have to interoperate. 




(b) What is your view on whether existing technologies may need to be scrapped as 
standards development advances? 

■ A fundamental tenet of technology is that it does not stand still. Adoption of standards 
does not mean that it will stop evolving. The evolution of cellular phones to smart 
phones is a great example. The telecommunications industry did not Jump from the rotary 
phone to the iPhone of today. We do not believe investment in the earlier technology was 
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a waste. It allowed the industry to mature to where it is today. We believe the same can 
be said for the electric industry and components of the utility infrastructure that will 
support the modern grid. 

■ Until technology (using a specific standard) is deployed, the problems cannot be vetted. 
Maturity of the standard does not come from formalized adoption, but from deployment 
and use of the standard. 

(c) How do we ensure that equipment purchased today works with the ongoing 

standards development process? 

■ The utility will gain value from the existing assets deployed, and is responsible for 
developing a transition strategy as technology and standards evolve. In Texas, we have 
required the utilities to adhere to open standards as much as possible thus allowing the 
utility to be in a better position to make modifications to their systems - as technology 
advances. 

• Therefore, the utility has to design their system infrastructure so that it can be upgraded 
over time - not completely scrapped. 

■ In addition to open standards, we believe that the users of the technology and equipment 
must be involved in the standards process. Utility involvement in the standards groups is 
essential. 

• The utilities in ERGOT, due largely to the competitive market model, are held to a higher 
standard of interoperability. This is because there are multiple entities that engage and 
are dependent on the utility systems. For example, the file format for smart meter 
consumption data provided to the market is the same among four utilities, each with 
different vendors and systems. In contrast, the vertically integrated model is much 
slower in becoming interoperable because it does not interface with multiple parties as 
the utilities do in the competitive model. 

2. (a) What benefits have energy consumers in Texas received from the implementation of 

smart grid technologies? 

• With over four million smart meters installed, customers have achieved significant 
benefits. These benefits include easy and convenient access to their smart meter data, 
more choices in product offerings (such as prepaid service that depends on the smart 
meter), outage notifications and lower costs in market services. Services that required a 
truck roll with the older meters can now be performed remotely, so these charges are 
decreasing steadily over time commensurate with deployment. 

■ Customers in Texas with a smart meter can join a device to their smart meter if they 
choose. In no other place in the country is this allowed, except in select pilots. These 
devices can help the customer better manage their appliances, and can provide near real- 
time access to their usage data. 


2 



57 


October 6, 2011 
Page 3 

(b) What do you see as the most important actions to ensure that the transformation of 
the American electric delivery system to a smart grid is a process that empowers and 
protects consumers? 

• We believe that the Texas statute provides a good model regarding customer data. The 
data is not shared with any other entity (besides the utility that reads the meter and the 
customer 's provider that provides the service) without customer permission. 

• The role of education for the consumer cannot be understated. The energy industry can 
look to other industries that have managed customer information for many years: 
banking, telecommunications, airlines, etc. A good example is the transition to digital 
cable. There was significant customer education touting the benefits of the conversion. 
The same is needed for modernizing the nation 's electric grid. 
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Responses by Mr. John Caskey, National Electrical Manufacturers Association 

Questions submitted by Chairman Ben Quayle 

Ql. You mention in your testimony that U.S. standards are typically developed by 
the private sector with varying degrees of participation by the government. The 
Energy Independence and Security Act of 2007 (EISA) opened the door to a more 
active government role, providing an “umbrella” under which the private sector 
defines standards for Smart Grid products and systems. From a standards de- 
veloping organization perspective, how has this process, with the National Insti- 
tute of Standards and Technology acting as a leader, versus its usual convener 
role, been managed? Do you feel that the National Electrical Manufacturers As- 
sociation’s participation on the Smart Grid Interoperability Panel has been suffi- 
cient? 

Al. NIST (National Institute of Standards & Technology) is named in EISA “to co- 
ordinate the development of a framework that includes protocols and model stand- 
ards for information management to achieve interoperability of smart grid devices 
and systems.” NIST has used this authority to form the Smart Grid Interoperability 
Panel (SGIP), a public-private partnership, to do the real work of standards develop- 
ment. NIST’s leadership in establishing the policies and procedures of SGIP — de- 
signing it for inclusion of all stakeholders, funding the National Coordinator for 
Smart Grid Interoperability, and identifying initial priorities for the SGIP to con- 
sider — has been instrumental to the progress made thus far. 

NIST’s leadership in this area should not be construed to mean that NIST is “sit- 
ting at the head of the table,” steering the standards development process. To its 
credit, through the establishment of the SGIP, NIST is promoting private sector- 
driven outcomes. Also, the National Technology Transfer and Advancement Act of 
1995 (NTTAA, PL 104-113) and its implementation via the Office of Management 
and Budget Circular A- 119 requires standards that are endorsed or adopted by the 
U.S. Government to be developed by formally accredited standards developing orga- 
nizations (SDOs) like NEMA, IEEE, and others. In that respect, the greatest func- 
tion that NIST and the government can perform is to continue to provide forums 
and foster an environment where the various SDOs and stakeholder entities can 
come together and maintain progress toward the performance objectives for Smart 
Grid that were established in EISA. 

NEMA staff and its member companies continue to have sufficient and appro- 
priate levels of involvement across several of the stakeholder groups and the various 
priority action plans. NEMA staff has held a number of leadership positions within 
the SGIP and the manufacturers’ perspectives around the table have been an inte- 
gral part of the decision-making process. 

Q2. In your testimony, you highlight the National Electrical Manufacturers Associa- 
tion’s view that most, if not all of the Smart Grid community felt that the five 
families of standards considered during the Federal Energy Regulatory Commis- 
sion’s (FERC) Technical Conference were a very good starting point. However, 
you state that because it was a regulatory agency asking the question about 
whether or not these standards represented consensus, witnesses were concerned 
that FERC was leaning toward mandating these standards in some form. Based 
on your experience with the suite of standards submitted, what is the difference 
in the way that industry interfaces with the National Institute of Standards and 
Technology, versus how it interacts with FERC? 

A2. NEMA maintains good relationships with both NIST and FERC. Congression- 
ally-imposed mandates of the agencies themselves, however, create different dynam- 
ics between these two agencies and the private sector. The key difference is that 
NIST is not a regulatory agency while FERC is. 

As a science-based organization with no regulatory mandate, NIST has earned the 
confidence of industry. NIST serves a partner with the private sector as the private 
sector drives the standards discussion. For all of its various definitions, “consensus,” 
as discussed within the SGIP and the standards development community in general, 
means agreement on a standard that works for most everyone-and on a voluntary 
basis. 

On the other hand, EISA gave FERC the authority to mandate consensus standards. 
“At any time after the Institute’s work has led to sufficient consensus in the 
Commission’s judgment, the Commission shall institute a rulemaking proceeding 
to adopt such standards and protocols as may be necessary to insure smart-grid 
functionality and interoperability in interstate transmission of electric power, 
and regional and wholesale electricity markets.” 
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EISA gives FERC the ability to determine for itself what “sufficient consensus” 
means and if it has been achieved. And with its definition, it can move a voluntary 
industry standard into a government mandate. This authority is certainly one way 
in which the interface with the two agencies can differ. 

Q3. What do you see as the most important actions to ensure that the transformation 
of the American electric delivery system to a Smart Grid is a process that em- 
powers and protects consumers? Can the equipment needs of the Smart Grid be 
met by U.S. manufacturers? How will existing technologies and equipment fit in 
with the standards being developed for the Smart Grid? Do you envision any 
additional costs to the private sector or consumers in conforming with the stand- 
ards? 

A3. As far as standards are concerned, the most important action that can be taken 
to ensure the successful transformation of the electric grid into a Smart Grid is to 
allow industry to continue to drive standards development. That is, exercise great 
caution in the federal agencies before making a given standard mandatory. The 
standards development process is one that must be given the time and freedom to 
work its will, to ensure the standard leads to the best result for manufacturers, con- 
sumers, and every American who depends on a reliable source of electricity. 

Policies that provide support for manufacturing innovation will promote the devel- 
opment of products that make the grid smarter. A smarter grid, with its two-way 
communication protocol designed to improve reliability, cost-effectiveness, energy ef- 
ficiency, and consumer engagement and control, empowers consumers and gives 
them the information to make wise decisions about their electricity usage and take 
charge of their electric bill. 

U.S. manufacturers are ready. In 2009, according to the Census, manufacturers 
in the United States shipped $6 billion of transformers and other power equipment, 
$10.6 billion of switchgear and switchboard equipment, $5.5 billion of storage bat- 
teries, and $10.1 billion of wire and cable, totaling more than $30 billion in equip- 
ment that is being used to modernize the electric utility grid. 

Development of the Smart Grid is a gradual process which is already underway. 
It is not a wholesale swap of the old grid for the Smart Grid. The electric grid is 
a complex web of equipment and control systems that requires varying degrees of 
change for conversion into a Smart Grid. 

Part of this answer also ties in to the previous question about the difference be- 
tween the way the industry interacts with FERC and NIST. If, through the regu- 
latory process some form of standard becomes mandatory, the utility interests would 
have no choice but to implement the requirements of that regulation. In certain in- 
stances, that may mean they have to replace devices on the grid in order to comply. 
In the end, the only true mechanism that utility companies have to replace equip- 
ment in the grid is the rate case which directly affects consumers of all stripes; resi- 
dential, industrial, and commercial. 

Many utilities have incorporated transmission and distribution equipment into 
their systems which conform to current standards. From smart meters to substation 
automation to gathering greater intelligence of the loads on power lines through 
phasor measurement units, utilities are deploying Smart Grid technologies today. 
They are doing so by layering on new technologies to existing equipment, upgrading 
to Smart Grid technologies as part of the natural cycling out of old equipment, or 
by proactively replacing functioning equipment with more modern technologies. 

Through the SGIP, we are refining existing standards and helping utilities con- 
vert to new standards, bearing in mind the characteristics of the equipment already 
in the field. The Smart Meter Upgradeability standard is a prime example of the 
SGIP being responsive to the most critical needs of the industry. As many utilities 
have demanded smart meters, they also want the confidence of knowing that if they 
buy smart meters today, new smart meters standards will not result in stranded 
investments. Indeed, utilities are more likely to invest in those aspects of the Smart 
Grid for which the applicable standards are interoperable and upgradeable — the es- 
sential mission of the SGIP. 

The cost-benefit picture for the Smart Grid is complex, but the benefits of the 
Smart Grid — increased reliability, more efficient operation, energy savings through 
greater intelligence and consumer control, and the reduced need for more generation 
capacity — significantly outweigh its costs by any measure. 

For instance, as consumers replace older goods with newer ones, such as home 
area networks or appliances, they are acquiring new “smarter” features compliant 
with existing standards. In the case of smart meters, utilities provide a business 
case for the investment by analyzing return on investment. Two-way communication 
enables outage reporting, remote turn on and turn off, fewer truck rolls to visually 
inspect and monitor the grid, power quality monitoring, and the consumer’s engage- 
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ment. In high-population areas, utilities will invest in automation of transmission 
and distribution systems due to benefits it gives ratepayers. The Smart Grid in gen- 
eral provides improved reliability and a positive economic impact through fewer and 
shorter outages. 

Questions Submitted by the Represenative John Sarbanes 

Ql. As a representative of a private sector standards development organization that 
has been very active and involved in the NIST process, you are very complimen- 
tary of how NIST has carried out its Smart Grid standards responsibilities. In 
your opinion, why has this been such a successful endeavor between NIST and 
standards development organizations? What lessons have been learned and what 
best practices have been gleaned through this effort that we ought to keep in 
mind should we decide to replicate this public-private model in the future in 
other areas? 

Al. First, the quality of the organization in this case has led to many early suc- 
cesses. NIST, as an independent, objective, science-based agency, enjoys credibility 
with industry for its expertise and performance. As a result, industry is eager to 
participate in the NIST and SGIP activities. 

Second, the people involved in this particular effort are of a high quality and have 
demonstrated the character and seriousness of purpose needed for this to be a suc- 
cessful partnership. 

Third, the nature of the Smart Grid and the need for standards at this point in 
time make a partnership such as this timely, as evidenced by the participation of 
over 600 organizations and over 1,800 individuals. 

We have learned what a successful approach to this sort of partnership looks like 
and now have some tangible results that can serve as a model for similar future 
efforts. NIST’s decision to include a broad base of stakeholders has been essential 
to the SGIP’s success. The work of NIST and the SGIP in establishing many of the 
procedures and policies before the partnership began, such as committee structure 
and ground rules, facilitated the process moving forward quickly. And once the by- 
laws and procedures were established, they have been enforced which has strength- 
ened the relationship. Since that point, NIST’s role has been one of facilitation and 
service — they are now the main interface between the SGIP and rest of the federal 
government. The greatest value they now bring is to help the SGIP set priorities 
that are consistent with those of other federal agencies and the Administration. 
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Responses by Mr. Rik Drummond, Chief Executive Officer and Chief Scientist, 

The Drummond Group, Inc. 

Questions Submitted by Chairman Ben Quayle 

Ql. From the perspective of a small business, how has the smart grid standards de- 
velopment process been managed? 

Al. It is a totally volunteer effort with both small and large business participating 
equally. With respect to federal funding to small and large business participating 
in the FOA 36 projects the interface to the government is burdensome and has sig- 
nificant overhead. Larger organizations often have the internal legal and procedural 
expertise to fully understand all of the federal regulations and contractual issues. 
Small businesses often do not have the upfront moneys for initial investment in this 
expertise. Additionally, I expect from experience, the procedural overhead to inter- 
face the federal contracts adds 10-25% to the costs on some contracts. 

Q2. With so many organizations participating, do you feel that the small business 
concerns have been sufficiently incorporated? 

A2. I would say that most small businesses that do not specialize in interfacing to 
the federal government, will find incorporation into these contracts very burden- 
some and problematic. They will need to work through larger firms as subcontrac- 
tors and will not bid directly to the federal government in many cases. Generally, 
doing business for significant amounts of moneys ($100,000s+) with the federal gov- 
ernment is a real hassle. Most of the business experiences used to service clients 
in the private sector do not apply to servicing federal contracts. 


Questions Submitted by Represenative Randy Neugebauer 

Ql. In your testimony, you mention the consistency of interoperability testing and 
certification across all products implementing the 100+ technical standards used 
to integrate smart grid systems: 

a. What certainty do we have that the existing technologies perform as 
claimed? 

Al. The Smart Grid Interoperability Panel’s Testing and Certification Committee, 
which I am the Chairperson, is implementing an “Interoperability Process Reference 
Manual.” The manual specifies that for a smart grid standard to be “SGIP ap- 
proved” it must have followed international Guidelines for standards-based product 
testing and certifying the test results. These two standards are named ISO/IEC 
17025 and ISO/IEC 65 (forthcoming new version is ISO/IEC 17065. 

These two Guidelines help ensure that products, as tested, “perform as claimed.” 
At this time the buying market place does no know if products “perform as claimed.” 

As part of this effort Smart Grid Interoperability Panel’s Testing and Certification 
Committee is working with Amerian National Standards Institute (ANSI) to ac- 
credit the testing labs and the certification authorities used to do all products in 
the SGIP related smart grid. 

Q2. How can the failure of a product to be interoperable slow ongoing smart grid 
implementation ? 

A2. The smart grid standards support information flow in a secure manner. The 
user sees the information flow as the implementation of technical (managing de- 
vices) or business (bidding for electricity for tomorrow) processes necessary to exe- 
cute the business’ objectives. Two cases of products failing to interoperate: 

Case 1: standards based products are purchased and assumed to be interoperate 
with other products based on that standard and they do not ‘initially’ work or 
they are implemented and show failures later, this breaks the business or tech- 
nical process they support. Fixes take time and slow overall implementation 
within the Smart Grid. 

Case 2: The buyer of the standard based product assumes, as is the case nor- 
mally currently, they have to test the product with other products to ensure that 
it works “as advertised.” This internal testing takes days, weeks, months, or 
years. This delays the implementation of the process in the business and among 
business and slows interoperability across parts of the smart grid. 

Q3. What is the status of the work the National Institute of Standards and Tech- 
nology is undertaking to further the testing and evaluation framework for smart 
grid technology to ensure that products sold perform as intended? 
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A3. See the first question for the answer. It is all focused on the output of the Test- 
ing and Certification Committee, the Architecture committee and the Cyber Security 
Work Group. These three together chose the appropriate standards, test and certify 
products based on those standards and ensure the implementations meet the cyber 
security requirements. 

Q4. From your experience, is NIST adequately focused on supporting conformance 
and interoperability testing on the smart grid technologies that are being used 
already? 

A4. Yes, the best they can. Unlike HHS’ mandate, that gives them the power to en- 
sure conformance and interoperability within EHR products (via moneys from Cen- 
ter of Medicaid and Medicare) NIST was not given this ability within the EISA 2007 
act. Because of that implementers of interoperable smart grid products must fund 
the effort themselves. 
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